Google 



This is a digital copy of a book that was preserved for generations on library shelves before it was carefully scanned by Google as part of a project 

to make the world's books discoverable online. 

It has survived long enough for the copyright to expire and the book to enter the public domain. A public domain book is one that was never subject 

to copyright or whose legal copyright term has expired. Whether a book is in the public domain may vary country to country. Public domain books 

are our gateways to the past, representing a wealth of history, culture and knowledge that's often difficult to discover. 

Marks, notations and other maiginalia present in the original volume will appear in this file - a reminder of this book's long journey from the 

publisher to a library and finally to you. 

Usage guidelines 

Google is proud to partner with libraries to digitize public domain materials and make them widely accessible. Public domain books belong to the 
public and we are merely their custodians. Nevertheless, this work is expensive, so in order to keep providing tliis resource, we liave taken steps to 
prevent abuse by commercial parties, including placing technical restrictions on automated querying. 
We also ask that you: 

+ Make non-commercial use of the files We designed Google Book Search for use by individuals, and we request that you use these files for 
personal, non-commercial purposes. 

+ Refrain fivm automated querying Do not send automated queries of any sort to Google's system: If you are conducting research on machine 
translation, optical character recognition or other areas where access to a large amount of text is helpful, please contact us. We encourage the 
use of public domain materials for these purposes and may be able to help. 

+ Maintain attributionTht GoogXt "watermark" you see on each file is essential for in forming people about this project and helping them find 
additional materials through Google Book Search. Please do not remove it. 

+ Keep it legal Whatever your use, remember that you are responsible for ensuring that what you are doing is legal. Do not assume that just 
because we believe a book is in the public domain for users in the United States, that the work is also in the public domain for users in other 
countries. Whether a book is still in copyright varies from country to country, and we can't offer guidance on whether any specific use of 
any specific book is allowed. Please do not assume that a book's appearance in Google Book Search means it can be used in any manner 
anywhere in the world. Copyright infringement liabili^ can be quite severe. 

About Google Book Search 

Google's mission is to organize the world's information and to make it universally accessible and useful. Google Book Search helps readers 
discover the world's books while helping authors and publishers reach new audiences. You can search through the full text of this book on the web 

at |http: //books .google .com/I 



s 

i 



HISTORICAI- 



JESCRIPTIVE ACCOUNT 



AN APPENDIX 



(STEAM ENGINE. 
MMPRISING A GENERAL VIEW OF THE VABIOliS MODES 
OF ESIPLOVING ELASTIC VAPOUR AS A PRIME 
MOVER IN MECHANICS ; 

BY CHARLES FREDERICK PARTINGTON, 



OF THE LONDON INSTITUT 



niutlrated by Thirteen Engravingi and Diagru 




THE ARCHITECTURAL LIBRARY, 59, HIGH HOLBORN. 



i^m^- 






Hx^S-^ 



J. and T. Bartlett, Printers, Oxford. 



TO 

WILLIAM HASLEDINE PEPYS, Esq. 

FELXOW OF THE ROYAL AND LINNEAN SOCIETIES; A VICE- 
PRESIDENT OF THE GEOLOGICAL SOCIETY : MEMBER OF 

THE ROYAL INSTITUTION, OF THE ASTRONOMICAL SO- 
CIETY, &C. &C. AND HON. SECRETARY OF THE LONDON 

INSTITUTION ; , , 

As a Tribute of Respect for his high Scientific Attain- 
ments, and libeml encouragement of Philosophical Learn- 
ing ; this Historical Account of one of the most valuable 
applications of Science to the Arts and Manufactures of 
a great Commercial Nation, is, with his permission, 
respectfully inscribed. 

By his much obliged, 

and faithful humble Servant, 
CHARLES FREDERICK PARTINGTON. 



INTRODUCTION. 



X^HE great practical use of machinery to a 
commercial country is so well known, and 
its superiority to animal force so universally 
acknowledged and felt in every branch of our 
manufactures, that but little apology will be 
necessary for introducing to the man of sci- 
ence and practical artizan, a work, the avowed 
object of which is, to render the uses and ge-- 
neral principles of the Steam Engine familiar 
to every class of persons. That it has enabled 
England to support a proud pre-eminence, 
both in arts and political power, is equally 
apparent; and it is a fact much to be deplored, 
that while some of the least important of the 
arts connected with domestic life, have been 
illustrated and explained by men celebrated 
for scientific research, a description and ac- 
count of the uses of this stupendous machine, 
have been left to the Cyclopaedias and other 
works of a general nature. 
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The principal object to be attained by the 
employment of the Steam Engine, as well as 
every other species of machinery, being the 
reduction of animal labour, it may be advis- 
able, before we proceed to the more imme- 
diate subject of the present work, to com- 
pare the various species of artificial power 
that have hitherto been employed for that 
purpose; and by this method we may be 
enabled to calculate with certainty and pre- 
cision, on the most economical mode of pro- 
ducing a given force. To form, however, an 
accurate estimate of the saving thus effected, 
it will be necessary to examine, though but 
briefly, the amount of animal force and its 
result as applied to machinery. 

From the most accurate observations, it 
appears, that the physical powers of the hu- 
man race differ very widely, not only in va- 
rious individuals, but also indifferent climates; 
the value of a man therefore, as a working 
machine, will not be so great beneath the 
torrid zone as in the more temperate climate 
of Europe. This will serve to illustrate the 
great advantage which our Colonists, parti- 
cularly in the West Indies, would derive from 
the more general employment of inanimate 
force ; the day labour of a negro in the sugar 
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countries, amounting to little more than one« 
third of that performed by an European me- 
chanic. 

A labourer working ten hours per day, can 
raise in one minute a weight equivalent to / 
3750 pounds one foot high, or about sixty 
cubic feet of water in the same time ; while 
the power of a horse working eight hours 
per day, may be correctly averaged at 20,000 
pounds. iSmeaton states, that this animal, by 
means of pumps, can raise two hundred and 
fifty hogsheads of water ten feet high in an 
hour. It is a well known fact, also, that men 
when trained to running, are able on the 
average of several days being taken, to out- 
strip the fleetest horse; and yet it will be 
seen from the above statement, t^t his force, 
if properly applied, is at least six tim^s that of 
the most powerful man. 

The use of water as an impelling powers 
both for the turning of machinery and other 
purposes connected with the useful arts, ap- 
pears to have been known at a very early 
period. Vitruvius describes a Variety of ma- 
chines for this purpose, the earliest of which 
were employed merely to raise a portion of 
the fluid by which they were impelled. The 
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most simple method of applying ibis element 
as a mechanical agent, evidently consisted in 
the construction of a wheel, the periphery of 
which was composed of a number of floats 
boards. This, on being exposed to the action 
of a running stream, was afterwards employed 
to give motion to a variety of mills, and is 
at the present time employed in almost 
every species of machinery. 

Among the most celebrated hydraulic ma- 
chines, we niay enumerate the Machine of 
]Mdi*ly9 Tliis, when first constructed, appears 
to have produced one-eighth of the power 
expended, so that seven-eighths of its power 
were usually lost. This misapplied power has 
been injurious to the engine; and the wear 
it has occasioned, has reduced the mechanical 
effect very materially. But this may be con- 
sidered as an extreme case, and we select it 
merely as an instance of that total ignorance 
of the first principles of mechanics, which 
characterized some foreign engineers of the 
last peptury. 

% 

It may, however, be advisable to examine 
the ratio of power ^^^pended in comparison 
with that of the effect produced in some of 
the most simple hydraulic machines ; and by 
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this calculation, the amount of friction, &c. 
may be accurately ascertained. „ _ 

Undershot water wheel 9 == 3 

Overshot do. 10 = 8 

Hydraulic Ram. (This machine 
will make from 20 to 100 strokes 
per minute.) 10 = 6 

Large machine at Chremnitz, 
(each stroke occupying about 
three minutes.) 9 = 3 

But* the water-mill, which is the usual ma- 
chine employed, even in its most improved 
form^is far from being beneficial either to the 
agriculturist or the manufacturer. The for- 
mer is injured by the laws which prohibit the 
draining of mill-streams for the purposes of 
irrigation, by which much improvement is 
kept back that would otherwise take place ; 
while the health of the latter, in the imme- 
diate neighbourhood of manufacturing dis- 
tricts, is much injured by the stagnant con- 
dition of the water which is thus unnecessa- 
rily dammed up. 

Wind, which we may consider as the next 
substitute for animal power, appears to have 
been first employed to give motion to ma- 
chinery in the beginning of the sixth century. 
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The use of this species of mechanic force, is 
however principally limited to the grinding 
of corn, the pressing of seed, and other simple 
manipulations ; the great irregularity of this 
element precluding its application to those 
processes which require a continued motion. 

A windmill with four sails, measuring 
seventy feet from the extremity of one sail, to 
that of the opposite one, each being six feet 
and an half in width, is capable of raising 926 
pounds, two hundred and thirty-two feet in a 
minute; and of working on an average eight 
hours per day. This is equivalent to the work 
of thirty-four men; twenty-five square feet of 
canvas performing the average work of a day 
labourer. A mill of this magnitude seldom 
requires the attention of more than two men ; 
and it will thus be seen, that making allow- 
ance for its irregularity, wind possesses a de- 
cided superiority over every species of animal 
labour. 

To shew, however, the great advantage 
the Steam Kngine, even in its rudest state, 
possesses over mere pneumatic or hydraulic 
machinery, we will now examine its eifec- 
tive force when employed in the working of 
pumps. It lias been already stated, tha 
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the Machine of Marly, fbrmerly consider- 
ed the most powerful engine in the world, 
ivhea first erected lost seven-eighths of its 
power from friction, and other causes ; while 
the overshot water-wlieel which can act only 
in favourable situations, produces nearly 
eight-tenths of the force employed. Now 
it is stated by Dr. Desaguliers, that the at- 
mospheric engine working at Griff-mine, 
nearly a century back, produced full two- 
thirds of effective force for the power em- 
ployed ; and this too at a comparatively 
moderate expense. We find, farther, that an 
hundred weight of coals burned in an engine 
on the old construction, would raise at least 
twenty thousand cubic feet of water twenty- 
four feet high ; an engine with a twenty-four- 
inch cylinder doing the work of seventy-four 
horses. From this it will be seen that a 
bushel of coals is equal to two horses, and 
that every inch of the cylinder performs nearly 
the work of a man. 

An engine upon Captain Savery's plan, 
constructed by Mr. Keir, has been found to 
raise nearly three millions of pounds of water 
one foot high with a single bushel of coals ; 
while the best engine on Newcomen's prin- 
dple will raise ten millions, and Mr. Watt's 
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engine upwards of thirty millions of pouad^* 
the same height. If we add to the advantage 
gained by the employment of so cheap ^* 
prime mover, the vast concentration of forced 
thus brought into immediate action, its value-^ 
may easily be appreciated. 

One of the largest engines yet constructed, 
is now in action at the United Mine in Corn- 
wall ^ it raises eighty thousand pounds -one 
hundred feet in height per minute: and to 
effect this enormous labour, it only requires 
about thirty pounds of coal for the same 
riod of time. 
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To the mining interests this valuable pre- 
sent of Science to the Arts has been peculiarly 
acceptable ; as a large portion of our now 
most productive mineral districts must have 
long ere this been abandoned, had not the 
Steam Engine been employed as an active 
auxiliary in those stupendous works. In 
draining of fens and marsh lands tliis machine 
is in the highest degree valuable; and in 
England, particularly, it might be rendered 
still more generally useful. In practice it haa 
been ascertained that an engine of six-horse 
power, will drain more than eight thousand 
acres, raising the water six feet in heighi 
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^hile the cost of erection for an engine for 
this species of work, including the pumps, 
^ill not exceed seven hundred pounds. This 
^s more than ten windmills can perform, at 
^n annual expenditure of several hundred 
pounds ; while^ in the former case, the out- 
goings will not exceed one hundred and fifty 
po.unds per annum^ 

To the mariner, also, the Steam Engine 
offers advantages of a no less important and 
^ovel nature than those we have already de- 
scribed. By its use he is enabled to traverse 
the waters, both against wind and tide, with 
nearly as much certain ty> and, as the machin- 
ery is now constructed, with much less danger, 
than by the most eligible road conveyance. 

In proof of the speed of these vessels, it 
may be sufficient to state that the passage 
from or to London and Margate, which is 
more than eighty miles, by water, is often 
performed in the short space of six or seven 
hours ! It too frequently, however, happens 
that the faults of any new invention are un- 
justly magnified, while its real advantages are 
seldom duly appreciated ; and this axiom has 
been fully verified, in the clamour so unjustly 
raised against the application of the Steam 
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Engine to nautical purposes. Accidents 
are now, however, of but rare occurrence; 
and it is more than probable, that the great 
improvements that have been made in the 
boiler and safety-valve,, will effectually secure 
these parts of the engine from a recurrence 
of those tremendous explosions, which unfor- 
tunately characterized the first introduction 
of Steam Navigation. 

And, lastly, the political economist must 
hail with the most heartfelt gratification, the 
introduction of so able and efiicient a substi- 
tute for animal labour as the Steam Engine. 
It hias been calculated that there are at least 
ten thousand of these machines at this time 
at work in Great Britain ; performing a labour 
more than equal to that of two hundred thou- 
sand horses, which, if fed in the ordinary way, 
would require above one million acres of land 
for subsistence ; and this is capable of supply- 
ing the necessaries of life to more than fifteen 
hundred thousand human beings. 
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Steam is highly rarefied water, the particles of 
which are expanded by the absorption of caloric, 
or the matter of heat. Water rises in vapour at 
all temperatures, though this is usually supposed 
to take place only at the boiling point: when, 
however, the evaporation occurs below 212°, it is 
confined to the surface of the fluid acted upon, 
but at that heat, steam is formed at the bottom of 
the water, and ascends through it, preventing its 
elevation to a higher temperature, by carrying off 
the heat in a latent form. At the common pres- 
sure of the atmosphere, one cubic inch of water 
produces about 1700 cubic inches of aqueous va- 
pour or steam ; but the boiling point, as we have 
already stated, varies very considerably, and these 
anomalies materially effect the density of the va- 
pour produced. Thus, in a vacuum water boils 
at about 70°, under common pressure, at 212^ ; and 
when pressed by a column of mercury, five inches 
in height, water does not boil until it is heated to 
217°; each inch of mercury producing by its 
pressure, a rise of about I ° in the thermometer. 

According to Dr. Ure's elaborate experiments, 
the elastic force of this vapour at 212° is such, 
that it is equivalent to the pressure of a column of 
mercury 30 inches in height ; at 226.3°, to that of 
40 inches; at 238.5% to 50.3 inches; at 257.5°, to 
69.8 inches; at 273.7% to 91.2 inches; at 285.2°, 
to 112.2 inches; at 312°, to 166 inches; and Mr. 
Woolf has ascertained that at these temperatures, 
omitting the last, a cubic foot of steam will ex- 
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CHAP. I. 

Nature of Steafn-^^pplication of it as a moving 
power ^'■^ Br ancas — Marquis of Worcester'^ Sir 
Samuel Morland — Papin — Savery — Newcomenr^^ 
Hulls^-^-Falck-^^Ammitons — Deslandes — Francois. 

-As the whole power of the Steam Engine de- 
pends on the employment of elastic vapour, pro- 
duced from water at diflferent temperatures, vary- 
ing from 212^, or the boiling point of Fahrenheit's 
thermometer, to 300** of the same scale, it may 
be advisable in the first instance to examine some 
of the principal phenomena connected with the 
formation of vapour in its most simple form, and 
its application to the steam engine will then be 
sufficiently obvious. 

B 
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f close vessel, and afterwards produce a" vacuum 
I by condensation, no more heat is necessary than 
■what will raise tiic water for this purpose to 219" ; 
but if, on the contrary, high pressure steam is re- 
quired, 3 very considerable increase of heat will 
be essential J and of this kind was the elastic va- 
pour employed ^in all the early steam engines to 
which we may now more immediately direct the 
reader's attention. 

Among the numerous competitors for the ho- 
nour of having first suggested steam as a moving 
power in mechanics, wc must certainly place 
Brancas and the Marquis of Worcester in the 
foremost rank. The former of these was an Italian 
philosopher, of considerable eminence, and who, in 
1(J99, published a treatise entitled, "Le Machine, 
&c." wliich contained a description of a machine 
for this purpose. The apparatus employed by 
Brancas, was in fact nothing more than a large 
OBolipilc, similar to the blow-pipe invented by 
M. Pictet of Geneva, with this difference, that the 
aperture in the pipe connected with the body of 
the feolipile instead of being directed to the lamp, 
{or in this case, the furnace that heated the ma- 
chine,) was made to strike against the floats or 
vanes of a wheel, by which means a rotatory mo- 
tion was produced. 

After the publication of this scheme, which it 
is probable was never put in practice with any 
useful effect, nearly thirty years elapsed ere the 
farther consideration of tliis important subject 
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Vf^s resumed by the Marquis of Worcester. The 
mode of employing steam recommended by the 
Marquis, and which he describes in his ** Century qf 
Inventions" to have completely carried into effect, 
was entirely different from that of his predecessor; 
and it is evident that the noble author had re- 
ceived no previous hint of Brancas* invention, as 
he expressly states in another part of the abovp 
work, that he " desired not to set down any other 
mens' inventions ;*' and if he had in any case 
acted on them, " to nominate likewise the inr 
ventor.*" 

It is said that the Marquis, while confined in the 



* This work was written about the middle of the seventeenth 
century^ and considered as a description of the united discoveries 
of one individual, is certainly one of the most extraordinary 
Scientific productions which has yet issued from the press in any 
age or nation. In addition, however, to its value, as containing 
the first tangible suggestion for the employment of steam, as an 
hydraulic and pneumatic force, it has unquestionably formed^ 
the foundation of a large portion of the patent inventions, which 
make so prominent a feature in the present day. "[^'he praise* 
worthy labours, however, of this indefatigable nobleman, shared 
the fate which usually attends on projections ; and it was left to 
the slow though certain march of scientific improvement, to 
award to his memory a posthumous praise. The Marquis also 
published a work, entitled, ^' An exact and true Definition of the 
most stupendous Water-commanding Engine, invented by the 
Right Honourable (and deservedly to be praised ^d admired) 
Edward Somerset, Lord Marquis of Worcester, and by his 
Lordship himself presented to his most' excellent Majesty 
Charles the Second, our most gracious Soyereign." This was 
published in a small quartS volume of only twenty-two pages^ 
and consists of little more th.in an enumeration of the wonderful 
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occurs in the collection of MSS. to which we have 
already alluded, and forms the latter part of a 
very beautiful volume, containing about thirty- 
eight pages, and entitled *' Elevation des Eaitx, 
par toute sorle de Machines, reduite a la mesurei 
au poidSj et a la balance. Presentee a sa Mqjeste 
ires Chrestienne, par le Chevalier Morland, gen- 
tilhomme ordinaire de la chambre privee, et 
maislre des mechaniques die Rot/ de la Grande 
Bretaigne, 1683." 

The MS. is written upon vellum, richly illu- 
minated, and the part which has reference to 
the steam engine occupies only four pages, com- 
mencing with a separate title, &c. It is also ac- - 
companied by a table of the sizes of cylinders, 
and the amount of water to be raised by a given 
force of steam. This curious memoir forms an 
important link io the chain of historical evidence. 



S»in. MorktnO, who y/aa eptirely bliiiil, a very mortifying' sight. 
He shewed us his invention uf writing, which was very inge- 
nious, ulso his wooden kalendcr, which instructed him all by 
feeling, and other pretty and useful iuveutiona of mills, pumps, 
&i!. and tl(e pump he had erected tliat serves water lo his garden 
and to |iu:isengcrs, with an inscription, and brings from a filthy 
piirt of tlie Thames neere it a most perfect and pure water. He 
had newly buried ^00/. worth of music books six feet under 
ground, being, as he said, love songs and vanity. He plays 
hiiiiselfe psalms and religious hymns on the ThcoTbo," Diary, 
Get. 25th, \6iiH. 

About the year 1634, Sir Samuel purchased a. house at Ham- 
mersmith, and it ajipcars from the register of that jiariah, h? 
vras buried Jan. 6tb, 1696. 
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le of the Diameter and Z^ength of Steam Cylindi 
with the Number of Pounds Weight to be raised. 
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The invention of the atmospheric engine, 
though usually ascribed to Newcomen, or his co- 
adjutor Savery, is unquestionably of French origin. 
An account of it having been published twelve years 
prior to the commencement of Newcoraen's pa- 
tent. 

In 1693, Papin, then resident at Cassel, pub- 
lished a work, describing a variety of methods for 
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raising water in which he enumerates the above 
invention. Being unable to procure this tract, 
we insert the following translation of that part 
which relates to the steam engine. . It occurs in 
the Transactions of the Royg,l Society, for 1 697. 
After alluding to the inconvenience of forming 
a vacuum by means of gunpowder, which was 
one of his early propositions, he recommends 
^ the alternately turning a small surface of water 
into vapour, by fire applied to the bottom of the 
cylinder that contains it, which vapour forces up 
the plug in the cylinder to a considerable height, 
and which (as the vapour condenses, as the water 
cools when taken from the fire) descends again 
by the air's pressure, and is applied to raise the 
water out of the mine." 

From this it will be evident that any practical 
mechanic would have suggested the further.appli-, 
cation of pumps and a working beam or lever si* 
milar to those in Newcomen's engine. 

To experimentally illustrate the principle on 
which the steam or atmospheric engine acts, we 
have only to procure an hollow bulb of glass, con- 
nected with a tube of the same material, about 
four or five inches in length, and furnished with a 
piston or plug, sliding air-tight. A small quantity 
of water being placed in the vessel, must then 
be heated to the boiling , point, and the vapour 
formed will speedily impel the piston to the open 
end. The bulb must now be withdrawn from the 
caudle, and on being immersed in a vessel of cold 
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water the vapour will rafndlv condense ; and die mi- 
nute particles of wliich it is composed will return to 
their original bulk. A vacuum being thus formed 
within the vessel, the piston will be driven into 
the tube with a force proportionate to its diame- 
ter; the atmosphere or air that surrounds it pres- 
sing with a weight equal to about fifteen pounds 
on each inch of its entire surface. On the beat 
being again apj^'ed, the process may be repeated 
with a similar result. 

If the glass tube be lengthened, and bent in the 
form of an inverted U, or syphon, with the lower 
leg immersed in an open reservoir of water, thirty 
feet below the heated bulb, it will be found after a 
repetition of the process of condensation, that the 
pressure of the atmosphere, acting upon the sur- 
face of the water, will so far tend to fill up the va- 
cuum, as to raise the water contained in the open 
reservoir to the top of the vessel ; and it is upon 
this latter principle, that Savery's first engines 
were constructed ; the remaining lift being effect- 
ed by the repellent-force of steam. As, however, 
we propose in this part of the work, to confine 
ourselves more particularly to the historical data, 
connected with the early history and invention of 
the steam engine, without reference to the more 
immediate principles of its construction and appli- 
cation, it may be enough to say, that an engine for 
raising water on this plan, has lately been con- 
trived by Mr. Pontifex, of Shoe Lane, which for 
economy in the use of fuel, and in expense of erec- 
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tion, offers very considerable advantages ever any 
yet Employed. 

In 1698, Captain Savery obtained a patent for 
a new mode of raising water, and communicating 
motion to a variety of machines by the force of 
steam ; and in the following year a working mo- 
del of the above engine, was submitted to the 
Royal Soteiety, who then held their sittings in 
Arundel House.* Savcry*s engine as we have 
already stated, was employed to raise water to a 
given height by the pressure of the atmosphere, 
and then to force the fluid up the remaining eleva- 
tion, by the power of steam acting on the surface. 

In the engines constructed under the authority 
of Savery!s patent, it was necessary for a labourer 
to be in constant attendance for the purpose of 
turning the cocks, which alternately admitted 
steam and the condensing water. M. de Moura 
however effected a considerable improvement in 
this part of the engine, by constructing a self-act- 
ing apparatus for this purpose^ 

One of the greatest abjections to this engine, 
was the extreme danger attendant on raising 



* The following notice of this machine is inserted in their 
Transactions for that year. 

'' Mr. Savery^ June 14, 1699> entertained the Royal Society, 
with shewing a small model of his engine for raising water by 
the help of fire, which he set to work before them. The experi- 
ment succeeded according to expectation, and to their satisfac- 
tion/ 
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water to any height beyond the atmospheric pres- 
sure ; and as this seldom exceeded thirty feet, it 
was necessary for the remaining perpendicular 
lift td be effected by the expansive force of steam, 
upon the same principle as the Marquis of Wor- 
cester's engine, and for every thirty-three or four 
feet beyond that height, a pressure equal to the 
atmosphere must be exerted on the inside of the 
boiler and receivers, tending to burst them open. 
On this account it would require a separate en- 
gine, for every fourteen fathoms of the depth of a 
mine, thus raising the water from one to another ; 
but in the event of any one becoming deranged, 
the whole must necessarily stop. 

From this it will be seen, that this engine was 
not adapted either for the supply of towns or the 
draining of mines, (two of the patentee's principal 
objects,) the latter of which were often of con- 
siderable depth; but a number of small ones were 
erected for the raising of water in gentlemen's 
pleasure grounds, in different parts of England, Dr. 
Desaguliers tells us that he made seven of these 
engines: the first was for the Czar, Peter the 
Great, for his garden at Petersburgh, where it was 
set up. The boiler was made spherical, and held 
between five and six hogsheads. The receiver 
held one hogshead, and was filled and emptied four 
times in a minute. The water was drawn up by 
suction, or the pressure of the atmosphere, twenty- 
nine feet high out of the well, and then pressed 
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up eleven feet higher. The pipes were all of cop- 
per, but soldered to the suction piece with soft sol- 
der, which held very well for that height. Had, 
however, the amount of pressure been greater, it 
must have burst the metal, and produced the most 
mischievous effects. 

From a MS. in the possession of the late Rev. 
Mr. Stebbing Shaw, it appeared that Savery 
erected one of these about the close of the seven- 
teenth century, at Wednesbury, in the county of 
Stafford. In this place the water rose so rapidly 
and in such quantities, from an adjacent coal pit, 
that it covered several acres of ground, where it 
remained for several years, although every effort 
was made to reduce it, and drain the land. 

It was soon found that the mode of producing 
a vacuum in these engines was liable to the most 
serious objections, not the least of which was the 
unnecessary waste of steam ; and an improvement 
on the original construction was shortly effected, 
which, although not capable of completely cor- 
recting this defect, produced a considerable sav« 
ing in the amount of fuel employed. 

It has been already stated, that Savery's mode 
of condensation consisted in throwing a quantity 
of cold water on the outside of the steam vessel 
employed to form a vacuum in the pipes ; and on 
the re-admission of steam it was found necessary 
to restore the heat previously absorbed. To pre- 
vent this, a small jet was inserted, which striking 
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against the steam, converted it into water without 
sensibly lowering the temperature of the vessel. 
When the repellent force of steam was employed 
in this engine, the waste of fuel was still more 
considerable; great part of the steam being con- 
densed upon coming in contact with the surface 
of the water, so that it could not be brought into 
action till a large portion of the cold fluid was 
raised to the boiling point. As a further im- 
provement on this engine, Papin introduced a 
moveable disk or float, which was interposed 
between the water and steam, and, by being pressed 
upon the former, forced it up the connecting 
pipe without the steam coming into actual con- 
tact with the water. 

Newcomen, who is generally considered as the 
inventor of the atmosphenc engine, appears to 
' have been an ironmonger, resident at Dartmouth, 
in Devonshire ; and that he was a man of consi- 
derable practical ingenuity, is sulBciently evident 
from his arrangement of the engine suggested by 
Dr. Papin. 

Savery's engine having failed, from the causes 
we have already stated, the mines were nearly all 
at a stand for want of some cheap and efficient 
paachine for the purpose of clearing the more 
distant workings. About this period Newcomen, 
I having associated himself with John Cawley, a 
[ native of the same town, proposed to erect en- 
gines capable of supplying this desideratum, and 
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taking the exhausted cylinder of Otto Guericke 
for a model, applied Papin's mode of producing a 
vacuum to the above machine. 

To understand the action of this machine, we 
must conceive a hollow tube or cylinder, fur- 
nished with a piston, made to fit air-tight, and 
indeed in all respects similar to a common sy- 
ringe. At the bottom of this are several apertures : 
one to communicate with the steam boiler, and 
furnished with a cock to open and shut the com- 
munication at pleasure ; another for the admission 
♦of cold water ; and a third to carry off the con- 
densed steam and ejection water. A small lateral 
aperture is also formed with a valve to allow the 
escape of the air, or permanently elastic gas, 
which will not condense by the application of 
cold water : this last is called the snifiing clack. 

If the piston be now raised to the top of the cy- 
linder, and steam admitted, the air will be ejected 
by the snifting clack. The steam is then cut off, 
and the cold water allowed to enter, which con- 
densing, the steam forms a vacuum beneath the 
piston, which is pressed down with a force pro- 
portionate to its diameter. 

In a working engine for the draining of mines, 
the piston rod is attached by a chain to the end of 
a long lever, working on a fulcrum, at the op- 
posite end of which are suspended the rods of 
« 

the pumps intended to raise the water: the 
weight of these rods exceeds the weight of the 
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piston so much as to draw it up to the top of the 
cyh'nder, and the machine is thus ready for the 
admission of steam, and the production of an 
entire stroke. 

The first really effective engine on this cour 
struction appears from a MS. to which we have 
already referred, to have been erected at Wolver- 
hampton, near the half mile-stone leading from 
Walsingham to that town. 

In 1718, the patentees agreed to erect an en- 
gine for the owners of a colliery, in the county of 
Durham, where several hundred horses were em- 
ployed. Mr. Henry Beighton, who was engaged 
as an agent in this concern, not approving of the 
intricate manner of opening and shutting the 
cocks, for the admission of steam, water,- &c. 
which were then moved by strings and catches, 
invented by a boy of the name of Potter, employed 
a hanging bar attached to the great working 
beam for that purpose. 

But the most, important improvement in the 
atmospheric engine, was the application of it by 
means of a crank and fly-wheel to the purpose of 
turning mills. It was first described by Mr. Hulls, 
who, in 1736, had a patent for an engine to be 
employed in the impelling of vessels. It was not, 
however, generally used till 1770, about which 
period it was attached to an engiqe, at Bir- 
mingham. Several other patents have also been 
obtained for this purpose ; and, in 1781, the Abb6 
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Arnal, Canon of Alais, in Languedoc, enter- 
tained a thought of the same kind, proposing to 
employ it in inland navigation. 

The extensive foundery of Colebrook-dale, ap- 
pears to have had the honour of casting and fi« 
nishing the first atmospheric engine of consi- 
derable size. It was intended for the usei of 
Walker colliery, near Newcastle, where it was 
erected in 1763. The steam cylinder of this 
colossal engine weighed, exclusive of the bottom, 
130 cwt. while the diameter of the bore, which 
was turned perfectly true, and well polished, 
measured upwards of seventy-four inches. When 
completed, they were enabled to raise on an ave^ 
rage above 307 cwt. of water at each stroke of 
the piston. 

The double acting steam engine does not differ 
very materially from those we have already de- 
scribed. It was first suggested by Dr. Falck, 
who published an account of his invention in 
1779. The chief improvement which he intro- 
duced was the use of two cylinders, into which 
the steam was alternately admitted by a common 
regulator, opening the communipation with the 
steam to one, whilst it shut up the opening of the 
other. The piston rods were kept (by means of a 
wheel fixed to an arbor) in a continual ascending 
and descending motion, in the same manner as 
the rods of a common air-pump, while the nut, 
acting in the upright racks, was made to work 

c 2 
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the pumps, which were thus kept in constant 
action. 

From this it will be seen, that in a double cy- 
linder engine, where two cranks are used, the 
fly-wheel, which is usually employed as a maga- 
zine of power, may be entirely dispensed with'; 
which, in the reciprocating engine, is an advaO' 
tage of considerable importance, as the whole 
power of the engine must, in certain positions 
of the crank, depend upon the action of the 
fly-wheel. 

The fire wheel of M* Amontons, and the steam 
wheel of his countryman Deslandes, were very 
ingenious, though both of them much too intricate 
for general use. The first of these inventions 
consisted of a number of buckets placed in the 
circumference of a wheel, and communicating 
with each other by very intricate circuitous pas- 
sages. One part of this circumference was ex- 
posed to the heat of a furnace, and another to a 
cistern of cold water. The communications were 
so disposed, that the steam produced in the 
buckets on one side of the wheel, drove the water 
into buckets on the other side, so that one side of 
the wheel was always heavier than the other, and 
this constant addition of weight produced a rota- 
tory motipn. 

Various attempts have been made at diflFerent 
periods to employ the steam engine in the draining 
of land. M. Fran5ois was, we believe, the first 
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who suggested its practical application to this 
purpose. He proposed to employ an engine on 
Savery's plan, and added machinery to open and 
shut the cocks. Two or three large engines have 
been constructed in this country, which have since 
been employed in Holland with the most bene- 
ficial effects ; and there is no doubt but that their 
value, when duly appreciated, will be sufficiently 
obvious. This is more particularly the case in 
those tracts of low and swampy ground, whose 
outfall lies at a considerable distance, and which 
has previously to pass through ground of a higher 
level. In some instances it has been found neces- 
sary to cut drains or rather trenches of from ten 
to twenty feet in depth, and this too for several 
miles in length. 

Mr. Savory, of Downham, who, we understand, 
has given considerable attention to this branch of 
civil engineering, states the cost of an engine of 
twenty-horse power fitted up for this purpose at 
Bfteen hundred pounds, and that this will do as 
much work as a mill with a forty feet sail, when 
in full velocity. The advantages that may be de- 
rived from the use of steam in the fens or marsh 
country, appears, from the same authority, to be of 
the first importance. In case of intense frost, the 
uniform velocity, with the opportunities of com- 
municating heat, would prevent the engine from 
freezing, to which, from the uncertainty of winds,* 
;he other engines are very much subject. The 
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consequence is, that a great fall of snow coming 
at the same time that the mills have not been in a 
state to prepare ihe ditches to receive the over- 
plus water which it occasions, an inundation gene- 
rally takes place in the fens ; and, as the waters 
rise very rapidly under these circum6tances after 
a thaw, it frequently occurs, that when the mills 
are set at liberty from the eflFects of ice, they are 
for some days incapable of successfully opposing 
tlie accumulation of water. On the other hand, 
by adopting the means of steam, the engines 
would be working in full effect during the conti- 
nuance of a frost, and the ditches being kept pro- 
portionably low, would at all times be capable of 
discharging the water, and thus prevent inunda- 
tion. 

Mr. S. concludes this part of a very useful paper 
on the subject, by observing, that " as to a district 
of country which requires draining without any en- 
gines upon it, at the time of its being undertaken, it 
is a matter of doubt in my mind, whether it could 
not be drained more economically by steam, than 
by the means usually adopted, although the ex- 
pence of fuel must certainly be very great. Ta- 
king the average of winds, the mills in the winter 
season do not throw so much water in a week, as 
they would in one third of the time, if they went 
with all the velocity of which they are capable. 
It follows, that one steam engine, with equal 
powers, would do as much execution in the 
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course of a season, as three windmills, and con- 
sequently a great saving would accrue in the 
first expense, and afterwards in attendance and 
repairs."* 

* Vide Communications to the Board of Agricultm^^ vol. iv. 
p. 52. 
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Boulton and Wdtt^^Cartwright-'-^Smealon-^^Horn'- 
blower — High-pressure Engine — Wolf's Im^ 
provements — -Rotatory Engines — Kempel — Sad- 
ler — Cooke — Bell-crank Engine — Employment 
of the Steam Engine in North America, and the 
Colonies — Locomotive Engines. 

In the engine usually ascribed to Newcomen, 
the steam was not employed as an impelling 
power, but was used for producing a vacuum be- 
neath the piston, which was afterwards forced 
down by the pressure of the atmosphere ; and it 
was left to the masterly and towering genius of an 
otherwise obscure mechanic, to quadruple the 
force of this stupendous machine, and by one 
step, perfect the labours of the preceding century. 
^Mr, Watt's attention was first drawn to this 
subject, by an examination of a small model of 
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an atmospheric engine, belonging to the Univer- 
sity of Glasgow, which he had undertaken to re- 
pair. In the course of his experiments with it, 
he found the quantity of fuel and injection water 
it required, much greater in proportion than in 
the larger engines ;^nd it occurred to him, that 
this must be owing to the cylinder of this small 
model exposing a greater surface in proportion 
to its contents, than was effected by larger cy- 
linders. This he endeavoured to remedy, by 
employing non-conducting substances for those 
parts of the engine which came in immediate 
contact with the steam. After a variety of expe- 
riments, the results of which we shall presently 
describe, he succeeded in constructing a working 
model, capable of producing a force equalto four- 
teen pounds on every inch of the piston, and which 
did not require more than one third of the steam 
used in the common atmospheric engine to pro- 
duce the same effect. 

It will be evident that this was as near an ap- 
proximation towards perfection as could possibly 
have been expected j and indeed much more than 
was likely to be effected m a large engine, as the 
vapour left beneath the piston possessed only one- 
fifteenth part of the elastic force of the steam em- 
ployed to form the vacuum. 

Having discovered that the great waste, of calo- 
ric in the old engine, arose from the alternate 
heating and cooling the cylinder, by the admis- 
sion and subsequent condensation of the heated 
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steam, Mf. Watt perceived that to make an 
engine in which the destruction of steam should 
be the least possible, and the vacuum the most 
perfect, it was necessary that the cylinder should 
remain uniformly at the boiling point j while the 
water forming the steam was cooled down to the 
temperature of the atmosphere. To effect this, 
he employed a separate condensing vessel, be- 
tween which, and the hot cylinder, a communica- 
tion was formed by means of a pipe and stop- 
cock. 

To understand the action of this engine, we 
may employ a common syringe, connected with 
a boiler, as in the atmospheric engine, and fur- 
nished with a pipe passing into an air-tight vessel, 
immersed in water for the purpose of condensa- 
tion. 

If the piston be then raised, and the communica- 
tion with the condenser cut off, the steam will 
speedily expel the air j when this is effected, the 
further admission of steam must be prevented, and 
the communication with the condenser opened. 
The ste;am will now expand itself, passing down 
the pipe and eXitering the condenser j the mo- 
ment, however, that it comes in contact with the 
sides of the cold vessel, it will be condensed and 
a vacuum formed ; and this process will continue 
to proceed^ so long as any steam remains beneath 
the piston. 

The only objection that offered itself to this 
admirable mod^ of condensation, arose from the 
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difficulty experienced in getting rid of the water 
and air that remaiDed in the condensing vessel. 
When steam was generated from water that had 
been freed from air by long boiling, a consider- 
able advantage was obtained ; and it was found 
that a power nearly equal to the entire pressure 
of the atmosphere was produced. The great ad- 
vantage thus obtained will be sufficiently obvious, 
when it is known that, in the engines previously 
constructed, the elasticity of the steam arising 
from the heated injection water remaining at the 
bottom of the cylinder, was equal to one-eighth 
of the atmospherical pressure, and consequently 
I destroyed an equal proportion of the power of 
the engine. 

The mode of condensing the steam, by the ap- 
plication of cold water to the outside of the con- 
denser, was soon found inconvenient from the 
great size and expense attendant on the use of 
this apparatus; and Mr. Watt introduced an in- 
ternal jet of cold water, which, striking against 
the steam, instantaneously reduced it to its ori- 
ginal bulk, and thus formed a vacuum. To draw 
off the condensing water, as well as to get rid of 
the air that was extricated during condensation, 
he found it necessary to employ a small pump, 
worked by the engine, the size of which was pro- 
portioned to the amount of air and water gene- 
rated in the condenser. In one of the early 
engines upon this construction, erected at Bed- 
worth, three air-pumps were used \ two below. 
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worked by chains connected with the beam, and a 
;hird, placed above, which received the hot water 
'aised by the others. In the engines now con- 
itructed, only One air-pump is employed, and this 
iiUy answers the intended purpose. 

Another improvement introduced by Mr. Watt, 
consisted in surrounding the upper part of the 
cylinder with a cap, through a hole in the centre 
of which the piston rod worked air-tight. The 
force of steam was then substituted for that of 
the atmosphere, and at a pressure of more than 
fifteen pounds on the square inch ; so that when 
a vacuum was formed beneath the piston, steam 
of considerable impellent force was entering the 
upper end of the cylinder, by means of a pipe 
connected with the boiler. 

By thus substituting the force of highly elastic 
vapour, for the ordinary pressure of the atmos- 
phere, the upper and under side of the piston 
were preserved at the same temperature, and the 
supply of steam being regulated by the width of 
the aperture, any given amount of force might 
readily be produced. In the atmospheric engine 
this could not be eflfected, as the whole pressure 
of the atmosphere was made to act on the piston, 
the instant the vacuum was formed by the con- 
densation of the vapour beneath j so that in the 
event of a pump-rod breaking, by which the ele- 
vation of the water might be impeded, and the 
labour of the engine taken ofi^ the rapid descent 
of the piston would evidently cause the destruc- 
t:ion of the entire apparatus. 
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Soon after the completion of his first model, 
Mr. Watt erected an engine for Iiis friend Dr. 
Koebuck of Kinneil, near Borrowstownness, with 
whom he was afterwards associated in the manu- 
facture of his improved engine: the latter gen- 
tleman, however, in 1774, disposed of his share of 
the business to Mr. Boulton, of Soho*. 



• From this nursery of ingenuity has originated some of the 
noblest snii most striking chefs d'oiuvre of niecliauical art yet 
Avitneased. The following account of this celebrated manufac- 
tory is from the pen of Dr. Darwin. It was written in 17G8j and 
when the manufactory, although " big with promise," was little 
more tlian 3 type of its present magnitude. 

" Soho is the name of u hill iu the county of SlsQurd, about 
two miles from Birmingham, which a very few years ago was 
a barren heath, on the bleak summit of whidi stood a naked hut, 
the habitation of a warrener. 

" The transformation of this place ia a recent monument of 
the effects of trade on population. A beautiful garden, with 
wood, lawn, and water, now covers one side of this hiH; five 
spacious squares of building, erected on the other side, supply 
workshops or houses fur about sis hundred people. I'he exten- 
sive pool at the approach to this building, is conveyed to a large 
water-wheel in one of the courts, and communicates motion to a 
prodigious number of different tools. The mechanical inventions 
for this purpose are superior in multitude, variety, and simplicity, 
to tliose of any manufactory in the known world. 

"Toys, and utensils of various kinds, in gold, silver, steel, cop- 
per, tortoise-shell, enamels, and many vitreous and metallic com- 
positions, witli gilded, plated, and inlaid works, are wrought up 
to the highest elegance of taste, and perfection of execution in 
this place. 

" Mr. Boulton, who hns established this great work, has joined 
taste and philosophy with manufacture and commerce ; and from 
the various branches of chemistry, and the numerous mechanic 
arts he employs, and Iiis extensive correspondence to evei^ comer 
of the world, is furnished with the highest eiilertaiument, as well 
as the most lucrative employment." 
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We have already stated, that Dr. Falck describ- 
ed an engine with two cylinders as early as 1779, 
which he called 2k double acting engine ; but similar 
advantages were obtained by Mr. Watt in an en- 
gine with a single cylinder. To effect this, he apr 
plied the power of the steam to press the piston 
upwards as well as downwards, by forming the 
vacuum alternately above and below the cylinder. 
When it became necessary to connect the piston 
and beam for an upward, as well as for a down- 
ward stroke, a double chain acting on an arch head 
was substituted for the single one previously em- 
ployed ; and this was speedily superseded by a rod 
connected with the working beam, by means of a 
parallel motion. 

The Expansion Engine was also invented by 
Mr. Watt, and though not generally employed 
until 1778, appears from a letter written by him 
to a gentleman of Birmingham, to have suggested 
itself as early as 1769. The principle of this in- 
vention, consists in shutting off the farther entrance 
of steam from the boiler when the piston has been 
pressed down in the cylinder, for a certain propor- 
tion of its total descent, leaving the remainder to 
be accomplished by the expansive force of that 
steam already introduced. 

To regulate the time of closing this valve, and 
as such the precise amount of steam admitted, Mr. 
Watt employs a plug-frame with moveable pins, 
which may be placed in such a manner, that the 
steam-valve will shut when the piston has de- 
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scended one-half, one-tliird, one-fourth, or at any 
other proportion. By the application of this prin- 
ciple the piston is made to descend with an uniform 
velocity, the pressure on the piston continually di- 
minishing as the steam becomes more and more 
rare, and the accelerating force which works the 
engine is consequently diminished. 

The advantages attendant on this mode of ad- 
mitting steam, are however greater in an high- 
pressure engine, than in those usually constructed 
by Messrs. Boulton and Watt. 

It does not appear that Mr. Watt produced any 
large engines on his improved construction until 
1774 J and so slow is the progress of improvement 
against preconceived habits of long standing, or 
interested clamour, that he found the term of his 
patent was likely to pass away before he should be 
reimbursed. In consequence of this he applied 
to parliament, which, by a legislative enactment, 
sanctioned the prolongation of the original term 
for twenty-one years. 

Soon after the renewal of his patent, Mr. Watt 
published proposals for the erection of his improv- 
ed engine, and in these the advantages to be ob- 
tained from its use are placed in the strongest 
light. In an atmospheric engine, constructed on 
the most improved plan, a quantity of water equal 
to 9,636,660 pounds, was raised one foot high 
with a single bushel of Newcastle coals j but Mr. 
Watt undertook to raise 24j553j.571 pounds, w ith 
the same amount of fuel. 
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The increasing depth of some of the larger 
works in the mining districts, has called for a pro- 
portionate increase of the power employed j and 
many of the engines now erected for the purpose 
of raising water, are of proportions so gigantic, as 
can be conceived only by actual calculation. One 
of the largest is that erected at the Union mine in 
Cornwall. It is upon Mr. Watt's double-action 
principle, and is loaded to exert its utmost force. 
The steam-cylinder is sixty-three inches diameter, 
and raises water equally in the ascent or descent 
of the piston. The weight of water in the pumps 
is 82,000 pounds ; and with this load it makes 6ir 
double strokes per minute, of 74 each, or it gives 
to the load 1004 feet motion per minute. To 
effect this, which is equivalent to raising 8,261,500 
pounds, lifted one foot high, or the power of 950 
horses, it is necessary to consume about thirty-one 
pounds of coal per minute. 

In 1797> the ingenious Mr. Cartwright, well 
known for the value and variety of his scientific 
avocations, invented a mode of applying the va- 
pour of alcohol, or other ardent spirit, as a substi- 
tute for common steam. In addition to the saving 
to be effected by this plan, Mr. Cartwright in- 
tended to employ his engine as a still, by which 
the whole cost of fuel would be saved*. Such a 

* It is curious^ that a distinguished chemist of the present 
day shotdd have suggested the construction of an engine on 
the following plan^ which^ it will be seen, is precisely similar 
to that described in Mr. Cartwright*s specification. 
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method, however, supposes a capability of blending 
the business of a distiller with a variety of trades, 
to which it is totaHy inapplicable. A scheme 
somewhat similar to this, and to which we shall 
afterwards more fully revert, has lately been at- 
tempted by Colonel Congreve, in which he pro- 
poses to burn a large portion of chalk mixed with 
the coal, and thus convert the furnace into an 



*' Since the vapour of alcohol^ having the same elastic force as 
the atmosphere, contains -rW of the latent heat of ordinary steam, 
and since its elastic force is doubled at the 206th degree (six below 
the boiling heat of water) with perhaps one-third of additional 
caloric, might we not, in particular circumstances, employ this 
vapour for impelling the piston of a steam engine } The con- 
densing apparatus, could be, I imagine, so constructed, as to 
prevent any material loss of the liquid, while more thau a 
quadruple power would be obtained from the same size of cy- 
linder at 2199, with an expenditure of fhel not amounting to 
one half of what aqueous vapour consumes ; or the power and 
fuel would be as three to one, calling their relation in ordinary 
steam one to one. A considerable engine could thus also be 
brought within a very moderate compass. Possibly, after a 
few operations of the air pump, the incondensible gas may be 
so effectually withdrawn, that we might be permitted to detach 
this mechanism, which, though essential to common engines, 
takes away one-fourth of their power. In a distillery in this 
country, or on a sugar estate in the colonies, a trial of this plan 
might perhaps be made with advantage. While exercising its 
mechanical functions of grinding, mashing, or squeezing the 
canes/ it would be converting ordinary into strong spirit for 
rectification, or for the convenience of corriage. Might not 
such an engine be erected on a small scale, for many purposes 
of domestic drudgery ? It would unquestionably furnish a 
beautiful illustration in philosophy, to make one small portion 
of liquid, by the agency of fire, imitate the ceaseless circulation 
and restless activity of life." — Phil. Tran. vol. criii. p. 393. 
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efficient lime-kiln« From this view of tlie subjecti 
we think it will be seen, that however plausible 
or ingenious this invention may appear in theory, 
there are insuperable objections to its general 
employment. We are still, however, greatly in- 
debted to Mr, Cartwright for the mechanical 
arrangement of the engine, described in this pa- 
tent, as it furnishes the first hint for an elastic 
metal piston, which has since been found of the 
greatest use in high-pressure engines. 

The first Portable Steam Engine appears to 
have been constructed by Mr. Smeaton, who em- 
ployed it for draining foundations and other tem- 
porary works. It had a pulley, or wheel, to 
receive the chain which communicated motion 
from the piston to the pump-rod, instead of a 
beam. The pivots of the wheel were supported 
by two inclined beams connected at top, whilst 
the cylinder and pump were bolted down to the 
groundsills. Thus, the whole machine being sup- 
ported by one frame of wood, it could without 
trouble be set to work in the open air. The 
boiler, which required no setting in brick work, 
was in the shape of a tea-kettle, and the fire-place 
being in the centre, was surrounded on all sides 
by water, thus presenting the greatest possible 
surface to the action of the flame. Portable steam 
engines are now employed not only in the erec- 
tion of bridges, and in underground excavations, 
but are also usefully applied to the purpose of 
propelling vessels and carriages : the latter appli- 

d2 
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cation is of a very recent date. Steam navigation, 
however, from its great national importance, will 
deservedly find a place in a separate division of 
this work. 

Of Mr. Hornblower's engine, but little need be 
said, as in practice he was scarcely able to obtain 
a greater effect from the expansive action of the 
steam in two cylinders, than Mr. Watt's did in 
one ; and having attempted in vain to procure an 
extension of the original term of his patent, he 
was afterwards prosecuted by Messrs. Boulton 
and Watt for an infringement on theirs, in using 
the condenser and air-pump. 

The principle of the high-pressure steam en- 
gine depends on the power of steam to expand 
itself very considerably beyond its original bulk, 
by the addition of a given portion of caloric, thus 
acquiring a considerable elastic force, which, in 
this case, is employed to give motion to a piston. 
One of the greatest advantages attendant on em- 
ploying the repellent force of steam, as in this 
form of the engine, consists in an evident saving 
of the water usually employed in condensation ; 
and this, in locomotive engines, for propelling 
carriages, is an object of considerable importance. 

Leupold has furnished a description of a high- 
pressure engine, in a very valuable work on ma- 
chines, published in 1724. He ascribes the in- 
vention to Papin, to whom we have already al- 
luded as the inventor of the atmospheric engine. 
The apparatus described by Leupold, consists of 
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two single cylinders, placed at some distance 
from each other, each of which is provided with a 
piston made to fit air-tight, and connected with a 
forcing pump. 

When steam of considerable elasticity is ad- 
mitted at the bottom of the first cylinder, it is 
forced upwards, carrying with it the lever of the 
pump ; at the same time that the steam or air is 
expelled from the other. On this operation 
being repeated, or rather reversed, the steam is 
allowed to enter the second cylinder, which is 
also connected with the boiler, while the steam in 
the first cylinder is allowed to escape into the air. 
From this it will be evident that the process of 
condensation forms no part of the principle of the 
high-pressure engine ; and that the expansion of 
gunpowder might be made to produce a pre- 
cisely similar effect. 

The amazing force to be produced by the ex- 
pansion of highly elastic vapour, did not escape 
the penetrating notice of that towering genius, 
which was now directing all its energies towards its 
improvement. Accordingly, we find in Mr. Watt's 
first patent, the following clause, which expressly 
describes this engine : " I intend, in many cases, 
to employ the expansive force of steam to press 
on the pistons, or whatever may be used instead 
of them, in the same manner as the pressure of 
the atmosphere is now employed in common 
fire-engines. In cases where cold water can- 
not be had in plenty, the engines may be 
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wrought by the force of steam only, by dis- 
charging the steam into the open air after it has 
done its office." 

Messrs. Trevithick and Vivian were the 6rst 
to employ the high-pressure engine to advantage, 
as they found it admirably adapted for the pur- 
pose of propelling carriages. In this case the 
steam, after having performed its office, was 
thrown off into the air; and the condenser, to- 
getlier with the necessary supply of cold water 
which must have accompanied it, was by this 
means dispensed with. For the purpose of mo- 
tion, the high-pressure engine certainly possesses 
considerable advantages, not the least of which is 
its cheapness and portability; the danger, how- 
i ever, attendant on the use of steam, acting with a 
force equal to from forty to eighty pounds on the 
square inch, must inevitably form an insuperable 
bar to its general introduction to our manufac- 
tures.* 

Mr. Woolf's improvements, which are of con- 
siderable importance, are founded on the same 
principle as those of Mr. Watt, namely, the power 



* To understatnl the power of a high- pressure engine, and 
the amount of calorie absorbed to produce a given force of 
sleaiii, it is necessary to compute this force at the various ther- 
mometine Jegrecs of lieat, commencing at the boiling point of 
waler. This lias been most accurately calculated by Dr. Ure, 
who, as well as Mr. DalCon, manic a varicly of experimeots to 
itln&tratc this highly interesting subject, the result of wliich will 
be found iu Appendix (B). 
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of steam to expand itself, or increase its volume 
in a very considerable degree, after its passage 
from the boiler. From a variety of experiments 
made on this subject, he ascertained that a quan- 
tity of steam having the force of five, six, seven, 
or more pounds on every square inch of the boiler, 
may be allowed to expand itself to an equal num- 
ber of times of its own volume, when it would 
still be equal to the weight of the atmosphere, 
provided that the cylinder in which the expansion 
takes place, have the same temperature as the 
steam possessed before it began to increase. 

The increased degree of temperature necessary, 
both to produce and to maintain this augmen- 
tation of the steam's expansive force is consider- 
able ; and the amount may be seen from the fol- 
lowing table: 

Pound, per .,...«■ p,^, „j ^,,j E^psn.ibillty. _ 
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The most economical mode of employing this 
principle, consists in the application of two steam- 
cylinders and pistons of unequal size to an high- 
pressure boiler; the smaller of which should have 
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a communication both at its top and bottom, with 
the steam vessel. A communication being also 
formed between the top of the smaller cylinder and 
the bottom of the larger cylinder, and vice versa. 
When the engine is set to work, steam of a high 
temperature is admitted from the boiler to act by 
its elastic force on one side of the smaller piston, 
while the steam which had last moved it, has a 
communication with the larger or condensing 
cylinder. If both pistons be placed at the top of 
their respective cylinders, and steam of a pressure 
equal to forty pounds the square inch, be ad- 
mitted, the smaller piston will be pressed down, 
while the steam below it, instead of being allowed 
to escape into the atmosphere, or pass into the 
condensing vessel, as in the common engine, is 
made to enter the larger cylinder above its pis- 
ton, which will make its downward stroke at the 
same time as that in the smaller cylinder j and, 
during this process, the steam which last filled the 
larger cylinder, will be passing into the condenser 
to form a vacuum during the downward stroke. 

To perform the upward stroke, it is merely 
necessary to reverse the action of the respective 
cylinders ; and it will be effected by the pressure 
of the steam in the top of the small cylinder, 
acting beneath the piston in the great cylinder; 
thus alternately admitting the steam to the dif- 
ferent sides of the smaller piston, while the steam 
last admitted into the smaller cylinder, passes 
regularly to the different sides of the larger piston. 
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the communication between the condenser and 
steam boiler being reversed at each stroke. 

The economical application of this engine^ 
may however be best understood by an exami- 
nation of its effective force when applied to the 
raising of water. It appears that a double cy- 
linder expansion engine was constructed for 
Wheal Vor mine in 1815. This has a great cy- 
linder of fifty-three inches in diameter, and nine 
feet stroke, the small cylinder being about one- 
fifth of the contents of the great one. The en-, 
gine works six pumps, which at every stroke raise 
a load of water of 37,982 lbs. weight, seven feet 
and a half high. This produces a pressure of 
14.1 lbs. per square inch on the surface of the 
great piston, while its average performance may 
be estimated at 46,000,000 lbs. raised one foot 
high with each bushel of ftiel. 

The great mass of inert matter contained 
in the working beam of the reciprocating en- 
gine, must of necessity produce a proportionate 
waste of power; each elevation of the piston 
causing a change from a state of rest to motion, 
and vice versa. This, however, is in no small de- 
gree enhanced, by the necessity of employing a 
fly-wheel of considerable weight to equalise its 
motion. To prevent this loss of power, a variety 
of contrivances have been suggested, for the pur- 
pose of producing a continuous action, without 
the intervention of a cylinder and piston, thus 
dispensing with the beam and fly-wheel. 
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To produce m continuous rotatory motion, is, 
however, little more than a return to the simple 
principles €m which the earliest engines were con- 
structed. We have already stated, that the Italian 
philosopher Brancas, directed steam of consider- 
able repellent force against the vanes of a wheel, 
which was employed to give motion to a stamping 
press, though the force obtained must have been 
very inconsiderable. The principle of this in- 
vention was also applied to a very ingenious, 
though we fear useless rotatory engine, con- 
structed by Kempel. 

It consisted of a hollow cylinder, furnished 
with two arms, at the end of which were trans- 
verse apertures; and this was connected with a 
large seolipile or boiler, by means of a moveable 
socket. The steam employed to drive the arms 
was of considerable elasticity, and rushing out at 
the apertures with considerable violence, pro- 
duced a rotatory motion. 

About the same period, Mr. Sadler, of Oxford, 
took out a patent for a similar machine, though 
we are not aware that it was ever usefully em- 
ployed, the rarity of steam being such, that even 
if none be condensed by the cold of the atmos- 
phere, the impulse must necessarily be exceed- 
ingly feeble, and the expense of steam, to produce 
any serviceable effect on the machinery, exceed- 
inclv ereat. 

A very ingenious, and not less simple mode of 
prv^ucinc a continuous rotatory motion, is de- 
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scribed by Mr. J. Cooke in the Transactions of 
the Irish Academy.* It consisted of a wheel, 
with moveable valves or flaps on its circumference, 
turning freely on joints, which admitted their 
openings only to a line passing through the centre 
of the wheeh These, when closed, lay exactly 
on a level with its outer extremity, but when 
open fell down perpendicular Jto it. The wheel, 
thus formed, was enclosed in a ca^e, which fitted 
it exactly, while the upper valves were close and 
the lower extended. The steam in its passage 
from the boiler to the condenser, pushed the ex- 
tended valves, and thus gave motion to the wheel. 
A working model of this engine, without the con- 
denser, was, we believe, exhibited before several 
members of the academy. In this instance, how- 
ever, it must have acted as a high-pressure 
engine, discharging the steam at each division of 
the wheel ; and we very much doubt whether it 
would be possible to pack the hanging valves suf- 
ficiently tight to admit of their readily falling to 
the position described by Mr. Cooke. 

Several other attempts have also been made to 
produce a continuous rotatory motion, the most 
important of which will be found in the analysis 
of patents prefixed to this work ; but the only one 
which appears at all likely to succeed in practice 
has lately been invented by Mr. Masterman, 
and to this we would more particularly call the 



* Vol. ui. p. 113* A.D. 1789. 
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reader's attention* In his engine, Mr. Masterman 
proposes to employ water as the propelling power, 
which he efiects, by enclosing it in the tubular 
rim of a large wheel, furnished with valves open- 
ing in one direction. This wheel is made to re- 
volve on a hollow axis connected with the steam 
boiler. The arms which radiate from the axis 
are also hollow ; and on the admission of steam 
from the boiler, it is conducted through the arm 
immediately opposite, and entering the rim of the 
wheel, comes in contact with, and presses against 
the column of water on the one side^ and the 
closed valve on the other. The water being pre- 
viously heated to the boiling pcHnt, no conden- 
sation ensues, but the whole weight of water, 
which was previously balanced in two columns of 
equal length, is driven by the pressure of the 
steam to the side opposite to that at which the 
elastic vapour entered, and that side of the wheel 
will necessarily preponderate. If this process be 
repeated, the steam being allowed to blow through 
each radiating arm in succession, a continuous 
rotatory motion will be produced. Should it be 
found adviseable to employ steam of less elasticity, 
a condenser may be added, and this too without 
materially increasing the expense. 

In Messrs. Boulton and Watt's .Be//-craitAr Engine, 
the cylinder is supported by brackets proceeding 
from a cast-iron condensing-cistem, and is placed 
over one end of it. The beam which is formed 
like a right-angled triangle, has its centre of mo- 
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tion at the right angle, and the axis of it is sup-* 
ported by bearings screwed to the cistern ; and at 
the opposite end to that upon which the cylinder 
is placed, the horizontal arm of the triangle forms 
the working arm of the beam, to the extremity of 
which the power of the cylinder is applied. The 
connecting rod is jointed at the upper end of the 
perpendicular arm, and extends to the crank, 
which is supported in bearings screwed to the 
cistern at the same end at which the cylinder is 
placed, the centre of motion being at the same 
level with the top of the cistern ; and beneath the 
cylinder, the hypothenuse of the triangle of the 
beam forms a brace to strengthen it. Two of 
these beams are used, and are applied on opposite 
sides of the cistern, upon the same axis of motion, 
and are united together by cross rods, thus form- 
ing two connecting rods and cranks upon one 
axis of motion, the fly-wheel being placed at one 
extremity of the axis. To connect the piston-rod 
with the ends of the arms of the beam, or the base 
of the triangle, a rod is fixed across the top of the 
piston rod ; and to the two ends of this two other 
rods are linked, which descend to the beam, and 
are pointed to it at the ends. By this means, the 
ascent and descent of the piston-rod produce a 
corresponding action of the beam upon its centre 
of motion ; the upper end of the perpendicular 
arm moving backwards and forwards, thus by 
means of the connecting rods turning the cranks. 
The rods which descend from the bar, which is 
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fixed across the top of the piston-rod to the ends 
of the beams, are so constructed, as to preclude this 
necessity of employing the parallel motion. This 
engine is very compact ; it requires no fixing, and 
the air-pump which is placed in the middle of the 
cistern, is worked by two rods jointed to the hori- 
zontal arms of the beams. 

The atmospheric engine was first employed in 
North America, about 1760, and two engines on 
this principle were erected in New England be- 
fore the revolutionary war. One was also em- 
ployed for the purpose of draining Schuyler cop- 
per mine, on the river Passaick, in New Jersey. 
The greater part of these engines, however, were 
executed in England. Some idea of the slow 
progress which has been made by our transatlantic 
brethren, in this very important invention, may 
be furnished by the following fact, that no more 
than four engines of any importance were at 
work in the whole continent of America at the 
beginning of the present century. Of these, two 
were erected at New York, the first of which was 
employed for the supply of that city with water,* 
and the other gave motion to a saw-mill. The 
remaining two were erected at Philadelphia, and 
belonged to the corporation of that city. 



* This engine is upon the principle of Boulton and Watt** 
double action engines. It has two boilers 3 one of wood, and 
the other of sheet iron. The fly is driven by a sun-and-planet 
whee1> and the shaft works three small pumps. 
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The city of Philadelphia was for many years sup- 
plied with water by means of a low-pressure en- 
gine; Mr. Evans, the Trevithick of America, 
has, however, lately substituted a high-pressure 
engine in its place. By this means, in fuel alone, 
a saving of seventeen dollars per day has been 
effected, 

Trinidad appears to have been the first West 
Indian colony in which the resident planters could 
overcome their ancient prejudice in favour of the 
cattle mills, which are still generally employed on 
sugar estates. Mr. William Lushington, who had 
a considerable property on that island, introduced 
a large engine by Boulton and Watt in 1 804 ; and 
so great was the saving effected by its use, that 
the labour of three mills, each of which were 
equally expensive, was usually performed by the 
one machine. 

From the result of some experiments lately 
made with two steam engines, constructed by Mr. 
Maudslay for the island of Ceylon, it appears, that 
this species of power has been equally efficient in 
the dressing of rice and preparation of oil. The 
apparatus employed for this purpose was con- 
trived by Mr. Hoblyn, a gentleman well known 
for his distinguished scientific attainments, and it 
has been found that, allowing three hundred work- 
ing days in the year, and the engines to work ten 
hours per day, they would -annually convert 
576,000 of paddy into a quantity of rice equal to 
147,347 bags, which, at nine rix-doUars a bag, 
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would amount to 116,035/. sterling, while 
same quantity of paddy being converted into rice 
 by the common method, would produce only 
64,799/. The saving, therefore, by these two 
machines, is more than 50,000/. per annum. 

But the introduction of this valuable mecha- 
nical agent to the mines of South America, did 
not take place till 1815; and in the following 
year a report on the subject was pubHshed in the 
Lima Gazette. After describing this important 
event, it adds, " Immense and incessant labour, 
and boundless expense, have conquered difficul- 
ties hitherto esteemed altogether insuperable ; 
and we have, with unlimited admiration, wit- 
nessed the erection, and astonishing operation of 
the first steam-engine. It is established in the 
celebrated and royal mineral territory called the 
mountain Yaiiricoeha, in the province of Tarma ; 
and we have the felicity of seeing the drain of the 
first shaft in the Santa Rosa mine, in the noble 
district of Pasco." They add, " We are ambitious 
of transmitting to posterity, the details of an un- 
dertaking of such prodigious magnitude, from 
which we anticipate a torrent of silver, that shall 
fill surrounding nations with astonishment." 

It appears that the new world is principally in- 
debted to the agency of M. Fran9ois Uville for 
this improved era in their mining annals. This 
gentleman having found that a large portion of 
the most valuable mines in Peru were falling into 
decay, and in some cases totally drowned from 
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the impossibility of draining them by manual labdur, 
applied to Mr. Trevithick of Camborne in Corn- 
wall, one of the patentees of the hij^h -pressure en- 
gine. This ingenious mechanic applied himself 
with such extraordinary diligence to the subject, 
that in less than nine months the materials for as 
many engines were completely ready for their 
destination. This apparatus, which cost about 
ten thousand pounds, left Portsmouth in the be- 
ginning of September, 1814, accompanied by M. 
Uville and three Englishmen, to direct the erec- 
tion of the machinery. 

Mr. Trevithick was afterwards employed to su- 
perintend the Royal Mint established at Lima, 
and on his arrival in South America, was received 
with such enthusiastic gratitude, that the Lord 
Warden proposed to erect his statue in massive 
silver. The engines employed were exclusively 
on the high-pressure principle, and will be found 
under his patent in the Appendix to the present 
work. Indeed this appears to be the only engine 
likely to act with an advantageous eflFect, the ex- 
treme rarity of the atmosphere in those elevated 
regions, precluding the economical use of the 
common engine. 

We have hitherto viewed the steam engine, when 
employed as a substitute for animal force, in giv- 
ing motion to mills, raising of water, and a variety 
of other employments^ all of which, however, are 
of a fixed and stationary nature. But some pro- 
gress has likewise been made towards the applica- 

£ 
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tion of the same power to moveable machinery, 
and when constructed for this purpose it is called 
a locomotive engine. 

The employment of an internal mechanism to 
impel waggons on a plane road is of very early 
date, but the first application of the steam engine 
to this purpose took place, we believe, in the Royal 
Arsenal at Paris, towards the close of the last cen- 
tury. From this time till 1802, but little progress 
appears to have been made in the use of this spe- 
/ cies of wheel carriage ; but abgut the latter pe- 

riod, Mr. Trevithick commenced a series of expe- 
riments on the use of the high-pressure engine 
for the above purpose ; and this, with some im- 
provements, has since been adopted. 

When these engines were first tried, it was 
found difficult to produce a sufficient degree of 
re-action between the wheels and the track road, 
so that the former turned round without advanc- 
^ ing the vehicle. This was remedied by Mr. Blen- 
kinsop, who, when he adopted this species of con- 
veyance, took up the common rails on one side of 
the whole length of the road, and replaced them 
with rails which had large and coarse cogs pro- 
jecting from the outside. The impelling wheel of 
the engine was made to act in these teeth, so that 
it continued to work in a rack the whole length 
of the road. 

An engine of four horses' power, employed by 
Mr. Blenkinsop, impelled a carriage lightly loaded 
at the rate of ten miles an hour, and when con- 
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nected with thirty coal waggons, each weighing 
more than three tons, it went at about one-third 
of that pace. 

The application of the steam engine to impel 
carriages on the pubh'c roads, has hitherto been 
considered as a refinement in mechanics, rather to 
be wished for, than a matter of reasonable expec- 
tation. It has however been stated, that a vehi- 
cle of this description is now constructing in Ire- 
land, intended as a stage-coach, and it is added, 
that when loaded with a weight equal to four tons, 
it will be enabled to advance at the rate of fifteea 
English miles per hour. But it must, we think, 
be sufficiently apparent that the employment of 
this species of prime mover on a common gravel 
road, would be in the highest degree destructive, 
and a considerable increase in the toll would be the 
certain consequence. 

In proof, however, that the necessity of em* 
ploying an iron track-road for these vehicles is 
not so serious an objection as at first view might 
be supposed, more particularly in our mining dis- 
tricts, the neighbourhood of Newcastle alone, af- 
fords, within an extent of twenty-eight square 
tniles, more than seventy-five miles fitted for this 
species of conveyance; and it is a well known 
fact, that there are many situations in which iron 
rail-roads might be advantageously employed, in 
which it would be quite impossible to open f^ 
navigable canal. 
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CHAP. III. 

Introduction and Improvements effected by Hulls — 
Duquet'-^ouffroy — Fulton — Miller — Symington 
— Stanhope — Linnaker — Thames and Clyde boats 
— Progress of Steam Navigation in America. 

The possibility of employing steam as a moving 
power in the navigation of vessels, was known early 
in the last century 5 its practical application how- 
ever, on a large scale, has not been fully established 
above twenty years. 

In 1698, Savery recommended the use of pad- 
dle-wheels, similar to those now so generally em- 
ployed in steam vessels, though without in the re- 
motest degree alluding to his engine as a prime 
mover; and it is probable that he intended to em- . 
ploy the force of men or animals working at a 
winch for that purpose. About forty years after 
the publication of this mode of propelling vessels, 
Mr. Jonathan Hulls obtained a patent for a vessel 
in which the paddle-wheels were driven by an at- 
mospheric engine of considerable power. 

In describing his mode of producing a force 
sufficient for towing of vessels, and other purposes, 
the ingenious patentee says, " In some convenient 
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part of the tow-boat there is placed a vessel about 
two-thirds full of water, with the top close shut ; 
this vessel being kept boiling, rarefies the water 
into a steam ; this steam being conveyed through 
a large pipe into a cylindrical vessel, and there 
condensed, makes a vacuum, which causes the 
weight of the atmosphere to press on this vessel, 
and so presses down a piston that is fitted into this 
cylindrical vessel, in the same manner as in Mr. 
Newcomen's engine, with which he raises water 
by fire. 

*• It has been already demonstrated that when 
the air is driven out of a vessel of thirty inches 
diameter, (which is but two feet and a half,) the 
atmosphere will press on it to the weight of 4 tons 
l6 cwt. and upwards ; when proper instruments for 
this work are applied to it, it must drive a vessel 
with great force/* 

Mr. Hulls' patent is dated 1736, and he em- 
ployed a crank to produce the rotatory motion of 
his paddle-wheels, and this ingenious mode of 
converting a reciprocating into a rotatory motion, 
was afterwards recommended by the Abb6 Arnal, 
Canon of Alais in Languedoc, whp, in 1781^ pro- 
posed the crank for the purpose of turning pad- 
dle-wheels in the navigation of lighters. 

It is probable that Mr. Hulls anticipated some 
objection to hig new mode of propelling vessels, 
^nd it appears froni Captain Savery's statement, to 
which we have already alluded, that a strong pre- 
judice had been raised against the use of propel- 
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ling wheels in vessels. Mr. Secretary Trenchard^ 
who was at that time at the head of the Admiralty, 
had also given a decided negative to the proposi- 
tion. In answer therefore to the objections which 
might have been anticipated, Mr. Hulls proposed 
the following queries, which he afterwards solved 
in the most satisfactory way. 

*' Query I. — Is it possible to fix instruments of 
suflBcient strength to move so prodigious a weight, 
as may be contained in a very large vessel ? 

Answer. — All mechanics will allow it is possible 
to make a machine to move an immense weight, if 
there is force enough to drive the same, for every 
member must be made in a proportionable strength 
to the intended work, and properly braced with 
laces of iron, so that no part can give way, or 
break. 

Query 2. — Will not the force of the waves 
break any instrument to pieces that is placed to 
move in the water ? 

Answer. First, It cannot be supposed that this 
machine will be used in a storm or tempest at sea, 
when the waves are very raging ; for if a merchant 
lieth in a harbour, &c. he would not choose to put 
out to sea in a storm, if it were possible to get out, 
but rather stay until it were abated. Secondly, 
when the wind comes ahead of the tow-boat, the 
fans will be protected by it from the violence of 
the waves, and when the wind comes side-ways, 
the waves will come edge-ways of the fans, and 
therefore strike them with the less force. Thirdly, 



^ Steam Xmrigaiiem, 

ltti$w inajr Ic pieces of timber bid to s«^ 
muT&itt; fiif tbe wafer cm eadi side of the fioos^ and 
iW ciMtftrcTed as tfaej shall not tooch them, wfakh 
wM prrtoiceet them from the force of the waTCs. 

ITp foSaod riiren where the bottcmi can pos- 
fSUy be reached^ the fans maj be taken <Mit, and 
dnsAik^ pbced at the hindmost axis to istrike a shaft 
fi9 ihe bottom of the river, which wiU diiTe the ycs- 
§$A forward with the greater force. 

Query 3* It being a continual expense to keep 
thM machine at work, will the expense be an- 
swered^ 

AfMcer. The work to be done by this ma- 
chine will be upon particular occasions, when 
all other means yet found out are wholly insuf- 
6aenU How often does a merchant wish that his 
ship were on the ocean, when, if he were there, 
the wind would serve tolerably well to carry him 
on his intended voyage, but does not serve at the 
same time to carry him out of the river, &c. he 
happens to be in, which a few hours' work at this 
machine would do. Besides, I know engines that 
arc driven by the same power as this is, where 
materials for the purpose are dearer than in any 
navigable river in England. Experience, there- 
fore, demonstrates, that the expense will be 
but a trifle to the value of the work performed 
by those sort of machines, which any person who 
knows the nature of those things may easily cal- 
culate.*' 

M. Duquet appears to have tried revolving 
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oars as early as the year 1699, and experiments 
were made with them on a large scale both at 
Marseilles and at Havre :* this mode, however, of 
impelling vessels was soon given up as imprac- 
ticable; and after our countryman, Hulls, the 
Marquis de Jouffroy unquestionably holds the 
most distinguished rank in the list of practical 
engineers, who have added to the value of this 
invention. 

It is evident from an article published in the 
Journal des Debats^ that in 1781 the Marquis 
constructed a steam-boat at Lyons, of 140 feet in 
length. With this he made several successful 
experiments on the Saone, near that city. The 
events of the revolution, which broke out a few 
years afterwards, prevented M. de Jouffroy from 
prosecuting this undertaking, or reaping any ad- 
vantage from it. On his return to France after a 
long exile, in 1796, he learned from the news- 
papers that M. De Blanc, an artist of Trevoux, 
had obtained a patent for the construction of a 
steam-boat, built probably from such information 
as he could procure relative to the experiments of 
the Marquis. The latter appealed to the govern- 
ment, which was then too much occupied with 
public affairs to attend to those of individuals. 
Meanwhile Fulton, who had gained the same in- 
formation, and was making similar experiments 



* Vide Recueil de Machines approuv^es par L* Acad^mie 
Royale de Sciences^ tome i. 173. 
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near the Isle des Cygnes, alarmed M. De Blanc, 
who knew that he had much more to fear from the 
influence and mechanical skill of an Anglo- Ame- 
rican, than from that of an emigrant. He accord- 
ingly alleged his patent right, and requested the 
stoppage of Mr. Fulton*s vrorks, who returned for 
answer, that his essays could not affect France, as 
he had no intention to set up a practical compe- 
tition upon the rivers of that country, but should 
soon return to America, which he actually did, 
and commenced the erection of those engines to 
which he has since laid claim as exclusive in- 
ventor.* 

Shortly after the first experiments were made 
by the Mai^uis de Joufiiroy, a gentleman of the 
name of Miller, who resided at Dalswinton, pub- 
lished a work, in which he described the appli- 
cation of wheels to tlie working of triple vessels 
on canals} and in 1794 he completed a model 
of a boat on this construction, impelled • by a 
stcnm engine. 

From this period till ISOl, but little progress 
appeiu^s to have boon made in this species of na- 
vigation : in that year Mr. Symington, who had 



* The Quarterly Review, in an admirable article inserted in 
the thirtj^ighth number of that work, rery jostly exposes the 
pretensions of the Americans lo this invention ; and points out 
some of the advantages which society owe to the above modest 
and philanthropic individual, not the least of which is the at- 
tempted introduction of the torpedo, and other apparatas for 
destroying human life by whoksak. 
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been employed in the construction of Miller's 
vessel, tried a boat propelled by steam on the 
Forth-and-Clyde Inland Navigation : this, how- 
evier, was shortly laid aside, on account of the 
injury with which it threatened the banks of the 
canal, from the violent agitation produced by the 
paddle-wheels. 

Mr. Symington's mode of connecting the pis?? 
ton and paddle-wheel, was by placing the cy- 
linder nearly in an horizontal position, so that by 
this means the necessity of employing a working 
beam was avoided. The piston was also supr 
ported in its position by friction-wheels, and com- 
municated, by means of a rod, with a crank con- 
nected with the wheel, which imparts a motion 
to a paddle somewhat slower than its own. The 
paddle-wheel was placed in the middle of the boat 
towards the stern, and on this account it became 
necessary to have a double rudder, connected by 
rods, which were moved by a winch placed at the 
head of the boat. 

Mr. Symington also employed stampers place4 
at the head of the boat, for the purpose of bre^k-. 
ing the ice on canals ; and this plan, we believe, 
was also adopted in the original construction of 
the vessels intended for the Arctic expedition. 

In 1795, a very ingenious apparatus was in- 
vented by Lord Stanhope, and tried by that no- 
bleman in Greenland Dock, In this experiment, 
the paddles were made to resemble the feet of a 
duck, and were placed under the quarters of the 
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vessel. This plan was also tried in America, but 
it does not appear in either case to have answered 
the expectations of its projector. 

A plan has also been tried which in some mea- 
sure resembles the French chain- pump. This 
was, we believe, first employed in the Duke of 
Bridge water's canal, and consists in the use of a 
chain, with a number of paddles attached to it, 
going over two wheels placed level with the water 
line. A steam engine acting on the foremost 
roller, gave motion to. the chain, and a continuous 
parallel motion was thus effected. 

In 1800 Mr. Linnaker obtained a patent for 
propelling vessels by forcing a stream of water 
from the stern, an additional supply being at 
the same time drawn in at the head of the vessel. 
This ingenious contrivance, however, appears to 
have been practised nearly a century back : a very 
circumstantial account of the apparatus for this 
purpose being prefixed to the Specimina Ichnogra- 
phica of John Allen, published in 1730. 

The first really practicable, and we may add 
profitable attempt at steam navigation in Europe, 
appears to have been made on the Clyde in the 
year 1812. This was a vessel for the conveyance 
of passengers, with an engine of only three horses' 
power, and which was of considerable draught. 
On account, however, of the numerous shallows in 
our rivers, it has since been found advisable to con- 
struct the vessels employed in this species of na- 
vigation so as to draw as little water as possible. 
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The greatest number of boats now in use either 
on the Thames or Clyde navigation, are fitted up 
for the conveyance of passengers. They have 
two cabins, one before the engine, which is 
smaller, and at a reduced price, while the second, 
or large cabin, is usually fitted up in the most 
elegant manner. In some cases the cabins enjoy 
the additional advantage of being heated by 
steam, while others are heated by means of a 
pump, which forces a current of air over the 
chimney into the cabin. The engine-room is 
seldom more than twenty feet in length, and 
little more than half as many in width ; this 
being sufficiently large for an engine of twenty 
horses' power, with all requisite apparatus, two 
boilers, and abundant stowage for coals. By an 
ingenious contrivance, the chimney, which is of 
considerable height, is made to lower nearly level 
with the deck. The joint that covers the flue 
during this process, acting upon the same princi- 
ple as the sliding shells of a lobster's back, which 
completely prevents the escape of smoke. 

From a series of accurate experiments and cal- 
culations lately made, it appears, that the expense 
attendant on the navigation of a small vessel is 
much larger in proportion, than where an engine 
of greater power is employed ; and, consequently, 
we find that steam-boats of great burden are now 
constructed. In America, more particularly, these 
boats usually run from three to four hundred tons 
burden, the great width of their rivers rendering 
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vessels of this size perfectly manageable. Mr. 
Buchanan, however, recommends the use of a 
vessel, whose dimensions shall not exceed seventy 
feet in keel, and ninety tons burden, as the most 
eligible size for a luggage and passage boat. 

It has been stated, and we think with some de- 
gree of reason, that the security and comfort of 
passengers by steam-boats would be best con- 
suited by the employment of a subsidiary vessel of 
sufficient burden to convey the engine and heavy 
luggage. By the adoption of this plan, the 
danger to the passengers from the bursting of the 
boiler, or other apparatus, would be entirely pre- 
vented, and the high-pressure engine generally 
employed. It would also remedy the loss and in- 
convenience attendant on the continual shaking 
of the vessel, which, if large and lightly con- 
structed, will be shaken aisunder by the engine in 
a very short period. And last, though certainly 
not the least among the advantages likely to ac- 
crue from the adoption of this plan, it would ma- 
terially diminish the disagreeable effect arising from 
the heat of the furnace and noise of the engine. 

To remedy the inconvenience that has some- 
times been experienced from the difference in the 
draught of vessels by which the paddle-wheels are 
at one time sunk beneath the centre of their axis, 
while at another time they scarcely touch the 
water, a mode of adjusting their relative height 
has been introduced. An apparatus calculated to 
effect this very desirable object, without retarding 
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the motion of the vessel, was lately presented to 
the Society of Arts, by Mr. Dickson, who re- 
ceived the silver medal for the above commu- 
nication. 

Mr. U. states, that the great utility of this 
improvement consists in its application to sailing 
vessels: for instance^ suppose a steam vessel to 
be going direct against the wind by means of the 
whole power of her steam engine, and that the 
wind should change and become favourable, the 
propellers may, by these means, be immediately 
raised out of the water, and the vessel allowed to 
have the whole effect of the sails, thereby saving 
the expense of fuel. All steam vessels now in 
use, experience so great an impediment from the 
propellers being always in the water, as to render 
sails of no benefit. Another advantage will be de- 
rived when there is only a gentle breeze in the 
vessel's favour, as the propellers can be set to 
work, which will take hold of the watei: at plea- 
sure, and thereby unite the power of the steam ta 
that of the wind, which will secure the passage in 
the given time, at much less expense, as the en- 
gine will only consume fuel in proportion to the 
labour it has to perform. A farther advantage 
will be found when the vessel has only a side 
wind; for, by the use of this contrivance, one of 
the propelling wheels can be worked with its full 
power in the water, and the other entirely lifted 
out, if necessary. 

For the purpose of accurately trimming the ves- 
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sel. Mr. Dodd recommends the use of a tank or 
cistern, placed beneath the projecting deck on 
each side the vessel* the water ballast for which 
may be raised by the working of the engine. This, 
on being discharged by means of a plug, would 
give a preponderance to the opposite side of the 
vessel, and as it would be placed at the end of a 
lever, the fulcrum of which is the keel, a small 
quantity of water would have considerable effect. 
A contrivance nearly similar to this, has been 
adopted for a considerable period of time on board 
one of the Gravesend steam vessels. It consists 
in the use of a small carriage made to contain an 
iron cable, which is occasionally employed to 
moor the vessel, and its weight is such that the 
vessel may readily be trimmed by moving it from 
side to side. 

Mr. Maudslay has lately constructed a large 
engine for a steam-boat invented by Mr. Brunei, 
which has two cylinders acting alternately upon 
different cranks, formed upon the same axis at 
right angles to each other, so that the motion is 
continued without the action of a fly-wheel. In 
this engine, one boiler is placed between the two 
cylinders, and one air-pump and condenser ex- 
haust them both ; so that by these means an en- 
gine of considerable power is contained in the 
smallest possible space. t 

Some idea of the prevalence of steam navigation 
in the more northern parts of our island, may be 
formed from the following estimate of the tiumber 
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of passengers who have availed themselves ot this 
species of conveyance in the course of one year. 
On the Forth and Clyde canal, between Glasgow 
and Edinburgh, 94',250; between Glasgow and 
Paisley, by the Ardrassan Canal, 51,700; and 
from Glasgow, along the Monkland canal, 1 8,000. 

Steam-boats of a large size are now employed 
in the Adriatic. One (La Carolina) goes regularly 
every second day from Venice to Trieste ; another 
(L* Eridano) passes between Pavia and Venice, 
and with such celerity, that the voyage is accom- 
plished in thirty-seven hours. . 

We have now to notice the labours of our trans- 
atlantic brethren in this important branch of naval 
engineering. Profiting by the hints thrown out 
both by the Marguis de Joiiffroy and Mr. Miller, 
Fulton, who had also seen Symington's boat, order- 
ed an engine capable of propelling a vessel to be 
constructed by Messrs. Boulton and Watt. This 
was sent out to America and embarked on the 
Hudson in 1 807?* and such was the ardour of the 



* Its first appearance on these waters^ is thus described by 
the biographer of Fulton. 

''She had the most terrific appearance^ from other vessels 
which were navigating the river, when she was making her 
passage. The first steam-boats, as others yet do, used dry 
pine wood for fuel, which sends forth a column of ignited vapour 
many feet above the flue, and whenever the fire is stirred a galaxy 
of sparks fly ofi^, and in the night have a very brilliant and beau- 
tiful appearance. This uncommon light first attracted the atten- 
tion of the crews of other vessels. Notwithstanding the wind 
and tide were adverse to its approach they saw with astonish- 



66 Steam Navigation. 

Americans in support of this apparently new dis- 
covery, that the immense rivers of the new world, 
whose great width gave them considerable advan- 
tages over the canals and narrower streams of Eu- 
rope, were soon navigated by these vessels. 

The city of New York alone possesses seven 
steam-boats, for commerce and passengers. One 
of those on the Mississippi passes two thousand 
miles in twenty-one days, and this too against the 
current which is perpetually running down. The 
above boat is 1 26 feet in length, and carries 460 
tons, at a very shallow draft of water, and conveys 
from New Orleans, whole ships' cargoes into the 
interior of the country, as well as passengers. 

The following list of steam-boats now in opera- 
tion on the river Mississippi, and its tributary 
streams, has been published by Mr. Robinson. 





Toms, 




Timt, 


Vesuvius 


390 


Kentucky 


80 


Etna 


390 


Governor Shelby 


120 


Buffalo 


300 


Madison 


200 


James Monroe 


90 


Ohio 


443 


Washington 


400 


Napoleon 


33? 


Constitution 


75 


Volcano 


250 


Harnot 


40 


General Jackson 


900 



uient that it was rapidly coming towards them 3 and when it 
came so near as that the noise of the machinery and paddles 
was heard, the crews in some instances shrunk beneath their 
decks from the terrific sights and left their vessels to go oa 
shore, while others prostrated themselves^ and besought Provi- 
dence to protect them from the approaches of the horrible mon- 
ster, which was marching on the tides, and lighting its path by 
the fires which it vomited. 
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Eagle 

Hecla 

Henderson 

Johnston 

Cincinnati 

Exchange 

Louisiana 

James Ross 

Frankfort 

Tamerlane 

Cedar Branch 



Tons. 

70 

70 

85 

80 

120 

200 

54 

520 

S20 

320 

250 



Experiment 

St. Louis 

Vesta 

Riflleman 

Alabama 

Rising States 

General Pike 

Independence 

Pcu^on 

Maysville 

Total 



4a 

220 
100 
250 
200 
150 
250 
300 
400 
150 

7259 



Building. 

Totu, 



2 at Pittsburgh of 180 tons 360 
2 at Wheelings of 500 and 

100 600 

2 at Steubenville 90 

1 at Marietta 130 

1 at Maysville 1 10 

2 at Cincinnati 720 
2 at Cincinnati 115 and 

250 365 

2 at Newport 500 

1 at Jeffersonville 700 II 



Tons, 

1 at Portland (Kentucky) 300 

3 at New Albany each 2^0 660 

4 at Clarkesville 500 
1 at Salt River 160 
1 at Vevay l lo 
1 at Madison 120 
1 at Rising Sun 90 

1 on the Wabash 80 

2 at New Orleans each 200 400 



Total 



5995 



In addition to which there have been lost by 
accidents of different kinds, the following steam- 
boats: Orleans, 400 tons; Comet, 15; Enterprise, 
45; Dispatch, 25; Franklin, 125; Pike, 25; New 
Orleans, SCO. 

The Savannah, of 850 tons burden, crossed the 
Atlantic, and arrived at Liverpool from the United 
States in twenty days, the greater part of which 

f2 
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time the steam engine was in action. The steam 
apparatus in this vessel occupies the greater part 
of the hold from the main-mast to the fore-mast, 
a small space being reserved at each side for the 
conveyance of coals which in this engine amounts 
to about ten tons per day, and from this it will be 
seen that there is but little room can possibly be 
left for the stowage of cargo, &c.* 

The paddle-wheels in the Savannah, are affixed 
to a cast-iron axle-tree, passing through the sides 
of the vessel above the bends ; nearly the whole 
of each wheel being taken to pieces, and re- 
moved in the event of bad weather : two prin- 
cipal arms, which are also of cast metal, being 
the only parts remaining, and these in high seas 
are placed in a horizontal position, producing 
but little inconvenience in the navigation of the 
vessel. 

According to Mr. Buchanan the expense of a 
steam-boat on the Clyde navigation, with two en- 
gines, each of which make forty-five twenty-two 
inch strokes per minute, appears to be rather 
more than two thousand pounds.t The following 
estimate contains the separate items. 



* Vide Act regulating the Stowage of Steam -vessel a, in Ap- 

-f The number of hands employed in thia veasel were eight; 
viz. captain, pilot, engine-tnan and assistant, aeaman and as- 
sistant, and the steward and assistant. Those carrying goods 
only, have seldom more than Ave hands. 
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Theliull jgroo 

Steam Engine 700 

Paddle wheels and other machinery . . . SCO 

Joiner^s work 200 

Upholsterers' work 70 

1970 
Contingent expenses S30 

2300 

Mr. Dodd estimates the expense of completing 
a vessel of an hundred tons burden, and drawing 
four feet six inches water, at about six thousand 
pounds ; while the first cost of a steam-boat on 
Mr. Symington's plan, doing the work of about 
twelve horses, and travelling at the rate of two 
miles and a half per hour, has been estimated at 
about eight or nine hundred pounds. The con- 
sumption of coals however, in this and in all other 
engines connected with steam navigation is much 
more considerable than when employed on land. 
In a fourteen-horse power engine, on Messrs. 
Boulton and Watts construction, they consume 
1 cwt. 1 qr. 20 lbs. per hour of good Newcastle 
coal: while an engine of thirty-three horses' 
power, requires a proportion scarcely equal to 
two-thirds that quantity. 

The employment of high-pressure engines for 
the purpose of steam navigation, has unfortunately 
given rise to a considerable prejudice against 
the general use of this economical and expedi- 
tious prime mover. The attention of the legis- 
lature was first drawn to this subject by the 
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explosion of a high-pressure boiler in a vessel 
employed for the conveyance of passengers in the 
neighbourhood of Norwich, on which occasion 
the consequences were of the most terrific nature. 
As, however, the matter was very fiilly examined 
by the Committee of the House of Commons, 
appointed to inquire into the various particulars 
connected with this unfortunate catastrophe, we 
shall content ourselves by referring the reader to 
the important facts contained in the annexed ab- 
stract, which fully demonstrates the possibility of 
constructing a steam vessel, uniting the essential 
qualities of safety, economy, and celerity. 



CHAPTER IV. 



Abstract qf Evidence before a Select Committee of the 
House iff Commons on Stsam Navigation.* 



Mr. Bryan Donkin was called in and 

examined. 

Witness went down to Norwich, as a volunteer, 
to inquire into the cause of the explosion of a steam- 
boat. Was accompanied by Mr. Timothy Bramah 
and Mr. Collinge. Was of opinion that the im- 
mediate cause of that explosion had been the use 



* The Committee commenced its sittings May 8^ 1817^ and 
consisted of the following highly respectable individuals:-— 
Charles Harvey^ Esq. in the chair; Mr. William Smith, Mr. 
Davies Gilbert^ Sir Martin Folkes^ Sir James Shaw^ Sir William 
Curtis^ Sir Charles Pole^ Mr. Alderman Atkins^ Mr. Williams 
Wynn, Sir Edward Kerrison, Mr. Lacon^ Mr. Shaw Lefevre, 
General Thornton^ Mr. Edward Littleton^ Mr. Finlay, Mr. 
Leader^ Mr. Alderman Smithy Mr. Wrottesley^ Mr. Barclay, Sir 
James Graham^ Mr. Swann, Mr. Charles Dundas^ Mr. Holmes> 
Mr. Thompson^ and Mr Bennet. 

On the 14th of the same month. Sir Matthew Ridley and Mr. 
Ellison were added to the Committee. 
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of steam of a very high expansive force ; the ap- 
proximate cause was a deficiency in strength of 
the end of the boiler. The boiler was cylindrical. 
The cylindrical part, and one end, was wrought 
iron ; and the other end was cast iron. It ap- 
peared to have been previously of wrought iron, 
but, for some reason, the wrought iron end had 
been cut out, and a cast iron end substituted in 
its place. — Was of opinion that any high-pressure 
boiler so constructed was unsafe. The difficulty 
of obtaining a proper degree of strength at all 
times, in the materials of which the boilers were 
made, arose from the constant deterioration which 
they must be suffering from the action of the fire, 
and from the various degrees of expansion and 
contraction, operating on different parts of the 
boiler. — Would not choose to use a high-pressure 
engine, from the danger which arose from their 
use. — Thought it just to state to the Committee, 
that there was an advantage to be derived from 
the use of high-pressure engines on board of 
boats, which were necessarily loaded differently at 
different times. This different loading required a 
different power in the steam engine, and the higb- 
prcssure engine was capable of having the addi- 
tional power given to it without difficulty j whereas, 
in the lower-pressure engines, they were confined 
to the power first assigned them. — Scarcely ever 
saw the low-pressure engine beyond six pounds 
to the inch. — Had known one boiler worn out in 
six months, and another used for seven or four- 
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teen years. The strength of cast-iron boilers was 
extremely uncertain : cast iron was liable to con- 
tract in various degrees in different places, and 
therefore was liable to break. — Thought that all 
cast-iron boilers were dangerous when used for 
steam of high expansive force. It was more prac* 
ticable to make a boiler of the malleable metals to 
resist a high pressure, as far as the tenacity of the 
metals was concerned ; but another difficulty oc- 
curred which prevented the application of the 
malleable metals to boilers for high-pressure 
engines, which was that of rendering the joining 
of the plates secure. — Believed that wrought-iron 
boilers were much less frequent than the cast-iron 
boilers, and in Wolfe's engines they were scarcely 
used at all. — Should think that the cast-iron 
boilers would be cheaper than wrought, if made 
of equal strength. — Considered that in case of the 
explosion of a cast-iron or a wrought-iron boiler, 
the cast-iron would be attended with the greatest 
danger. In employing the malleable mftals a 
simple rending generally took place, so that it 
would seldom happen that the upper part of the 
boiler would be torn off; but, in a cast-iron boiler, 
the fragments would be scattered about, and be 
more destructive.— The boilers invented by Mr. 
Linns and Mr. Wolfe were all of them cast iron. 
— Mr. Wolfe's had been in use nearly ten years. 
Considered low-pressure boilers as safe from ex- 
plosion in all instances, used with no farther pres- 
sure than six pounds.-<-Had seen very few boilers 
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constructed for the purpose of a low-pressure en- 
gine, or a condensing engine, that would sustain 
a pressure often pounds without occasioning con- 
siderable leakage, or without forcing the joints. — 
Had never heard of an explosion with the low- 
pressure boiler of any consequence whatever,— 
merely giving way of the plates, or the wearing 
out, not such a bursting as could be called an ex- 
plosion. — Conceived Wolfe's mode of construct- 
ing boilers to be a considerable improvement, — a 
very material one. Had likewise been told, 
though without having seen one, that Trevethick 
had invented a method of making boilers by in- 
creasing their length and decreasing their dia- 
meter, so as to render them capable of sustaining 
pressure to a much greater degree than here- 
tofore.— In high-pressure engines the expansive 
force of steam was very variable, from thirty 
pounds to one hundred and twenty pounds upon 
the square inch, or even perhaps higher than 
that. ^ Instances had been known in which a 
boiler had been worked at one hundred and sixty 
and one hundred and eighty pounds. — Had no 
doubt but Cornwall had derived incalculable ad- 
vantages from the use of high-pressure engines.— 
According to the general construction of low- 
pressure boilers, they were so rivetted together, 
as to withstand the low pressure they were in- 
tended to bear ; and they always gave indications 
of an increase of pressure long before any danger 
could be apprehended from them either by the 
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^ints giving way, or the steam forcing a passage 
through. — Had witnesised several experiments on 
Wolfe's engines, where the object was to ascer- 
tain the comparative expenditure of coals or fuel 
in grinding corn, between his engines and the 
low-pressure or condensing engines ; and the re* 
suits were decidedly in favour of Mr. Wolfe's 
engines. — Apprehended that there was no saving 
of fuel, or very little, in the common high-pressure 
engine.— The average effect in Wolfe's engine, 
was the gripding eighteen bushels of wheat with 
one bushel of coals ; while the average effect of 
Boulton and Watt's engine, or the low-pressure 
engines, was the grinding of from ten to twelve 
bushels of wheat with a bushel of coals. 

Seth Hunt, Esq. was called in, and examined. 

Had formerly been commandant of Upper 
Louisiana. — Knew that in the United States a 
great number of steam-boats had been established.^ 
The first was at New York. There were then 
running between New York and Albany, ten 
boats : two between New York and the state of 
Connecticut ; four or five to New Jersey ; be- 
sides the ferry-boats, of which ther^ were four. 
These boats were all worked by low-pressure en- 
gines : no accident had ever happened to any one 
of them : they had been running since the year 
1807 ; and the boats at Albany performed about 
forty trips each per annum.— They went a dis- 
tance of i hundred and sixty miles in twenty-one 
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hours, and came down in nineteen : sometimes^ 
little longer, but never shorter than nineteen; 
that was the quickest passage. — Some of them 
went about seven miles an hour in still water: 
some boats had gone nine, ten, or eleven miles; 
but that was under particular circumstances. 
They had come from Newhaven to New York 
(ninety miles) in six hours and a half, without any 
sail. — Those which went to Albany passed up the 
North River; and the others, to Connecticut, 
passed through Long Island Sound, forty miles 
broad in one part of it. On the river Delaware 
there were a number of boats also established, 
■which plied between Philadelphia and Trenton in 
New Jersey; also others between Philadelphia 
and Newcastle, and Philadelphia and Wilmington, 
beside ferry-boats. Several of those boats had 
low-pressure engines; others had high-pressure 
engines, from one hundred to one hundred and 
forty pounds on the square inch, and as high as 
one hundred and sixty ; but those engines were 
constructed upon Oliver Evans's plan, called the 
Columbian plan. They were of wrought iron. — - 
There were no boilers cast in America, Presumed 
that might arise from their not having founderiea 
in which they could cast them sufficiently large. 
They were all wrought-iron boilers, or copper : all 
which had to pass through salt water were copper. 
The boat Etna, which passed between Phila- 
delphia and Wilmington, was a high-pressure en- 
gine, and outstripped all the other boats : there 
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was no competition at all between themi. There 
were boats from Baltimore to Norfolk, which 
passed a part of the Chesapeak, sixty miles in 
width. They have been to New London, which 
was still more exposed ; and had been up to New 
Hertford. Those were low-pressure engines.-— 
The Powhawton steam-boat was built at New 
York; went into the open ocean; encountered 
for three days a very severe gale of wind, arrived 
safe at Norfolk, and up to Richmond. The gentle- 
man was now in England who navigated her ; and 
had heard him say that he felt himself as safe 
as he should in a frigate ; and he said there was 
this advantage, that the steam power enabled him, 
when they could not have borne sails, to ^ put the 
head of the vessel to the sea instead of lying in 
the trough of the sea, being exposed to be over- 
run by the waves. — The largest steam-boats in 
America were those on the Mississippi, the Etna 
and the Vesuvius which ply between New Or* 
leans and Naches. They were four hundred and 
fifty tons, and they carried two hundred and 
eighty tons merchandise, one hundred passen- 
gers, and seven hundred bales of cotton, besides 
the passengers transported to New Orleans. — 
Remembered only three accidents having hap- 
pened to steam-boats in America. The first hap- 
pened on the Ohio, and was occasioned by the 
negligence and inattention of the engineer, who 
loaded the safety valve, and neglected to attend 
the fire. All hands were engaged in hoisting the 
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anchor : the fire was in a very high state, and of ' 
course produced a vast deal of steam that did not 
escape by the ordinary operation of the engine, 
which would discharge it and carry it off. — What 
was called the safety-valve had been improperly 
loaded and neglected. — The next accident hap- 
pened not from any fault of any body, but from 
an act of God; it was lightning, as was satisfac- 
torily explained to the public, both by the pas- 
sengers, and those interested in the boat. That 
was at Charlestown, in South Carolina. The pipe 
which carried the smoke up to the top attracted 
the lightning, and it went down, and split the 
boiler. — A tliird accident happened lately to the 
Powhawton. She was not in operation when it 
happened: they were out of fuel; they stopped 
their -boat, and lay still upon the water, while 
they went after wood ; still, however, they kept 
up their fire; and the steam was so high, that it 
exploded in that situation, there being no con- 
sumption of the steam as it accumulated. Those 
are the only accidents that ever happened, except 
such as have happened from vessels taking fire. — 
No accident had ever happened in America to a 
high-pressure engine, either in a manufactory or 
out of it J and there were many engines used in 
 the manufactories, and in flour-mills and saw-mills, 
constructed upon the plan of Oliver Evans, which 
acted on the high-pressure principle to one hun- 
dred and fifty pounds an inch. He had worked 
one hundred and sixty, but one hundred and 
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twenty was his constant average. The fuel, in 
most places, was wood ; at Pittsburgh, and on the 
Ohio river, it was coal and wood ; at Pittsburgh, 
and at Laceling, and at a hundred other places, 
there was a solid mass of coal fifty miles square. 
They drove a shaft horizontally into the hill, and 
the coals were abundant above their head ; in the 
mountains, as fine coal as any in the world. It 
was delivered at the houses of the inhabitants at 
sixteen bushels per dollar. — ^The number of steam- 
boats was Vapidly increasing upon both the low 
and high pressure system, because they had dif- 
ferent interests and different companies. Mr. 
Evans being a patentee, they had to give some- 
thing for the u^e of his patent ; if they could not 
make their bargain with him, they used the low- 
pressure engine; but there was a new engine, 
built for one-third of the money, coming into use 
in several of the steam-boats, invented in Ame- 
rica, a perfect rotatory engine ; and it was sup- 
jposed that it would supersede all other engines. — 
Knew of no other guard than that of properly 
constructing the safety valves, and the manner of 
loading them, so that they could not get on more 
than a certain weight; they must of course con- 
struct them strong enough, and prove them. 
They were under no Government regulations.— 
It was supposed that a rotatory engine consumed 
less coals than one with a reciprocating beam. 
Twelve bushels of coals, with the rotatory motion, 
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would perform the same work aa the other engine 
witii twenty. 

Mr, Timothy Bramah, of Pimlico, Engineer, 
called in and examined. 

Did not think that a high-pressure engine, 
under any guard that could be applied to it, was a 
safe engine to use in a steam-boat. — Thought 
that if a boiler was prepared to sustain one hun- 
dred pounds, and strained with a force equal to 
two hundred pounds, it might afterwards, per- 
haps, break at forty, the straining having injured 
it. — Apprehended that a boiler, upon a proper 
construction, of wrought metal, might be tried 
with a certain force, so small in comparison with 
that pressure which it was intended to bear, as 
not to incur any risk of being injured in the 
proof, and have a complete surplus of strength, so 
as to enable it to be afterwards used without any 
danger in the use. — "Would recommend the use of 
two safety-valves, one to lock up ; and to have it 
examined once a week, or as often as might be ne- 
cessary, to see that its action was perfect. — Had 
seen many cast-iron vessels burst. The wrought 
iron generally tore and opened out, to admit of 
the fluid escaping ; it was generally the fluid 
which did the mischief when the wrought iron 
was used, and it was both the fluid and the mate- 
I rials which did the mischief when the cast iron 
burst. The effect in cast metal was to carry the 
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pieces of the metal to a considerable distance, 
which was seldom the case in the wrought, unless 
where there was any cold shut in the metal. The 
cast would burst like a shell, projecting the par- 
ticles of the metal to a considerable distance. — 
Where wrought-iron boilers had burst, the injury 
sustained by the individuals had arisen from the 
fluid's escaping, and in cast-iron boilers it had fre- 
quently been by the expansion of metal. Copper 
being purer was not subject to the same danger. 

Mr. John Taylor, of Stratford, in Essex, 
called in and examined. 

Was acquainted with the accident which lately 
happened to the steam-boat at Norwich. Had 
heard that the plate of cast iron was of inadequate 
thickness for the strain to be put upon it. With 
respect to the impropriety of cast iron compared 
with wrought, had also constructed one of the 
high-pressure boilers precisely in the same man- 
ner: the boiler was proved to one hundred pounds 
a square inch by the water-proof, commonly used 
with about forty pounds' pressure ; but the cast 
iron broke one day with less than twenty pounds' 
pressure of steam ; the fracture being caused evi- 
dently by the heat expanding unequally, and 
being kept from going to the form it would other- * 
wise assume. — Had seen the Well-street boiler in- 
tended to boil sugar. The thickness was in- 
tended to be about two inches, or two inches and 
a quarter; but by inserting the core unequally, 
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the thickness on one side was three quarters c 
inch; on the other side the thickness of the metal 
was two inches and a quarter, or thereabouts j 
therefore, to the general difficulty of cast iron 
was added a most improper construction. — Under- 
stood from the men who were working there, that 
there had been something like a mercury gauge 
attached to it, but that the mercury never fluc- 
tuated. It was probable there was a pressure of 
more than one hundred pounds. — Considered 
that a wrought-iron boiler might be rendered safe 
by the use of a column of mercury in a siphon or 
tube of sufficient size. When that mercury was 
displaced by the expansive force of the steam, 
which would be regulated by the height of that 
tube, to admit of the ciflux of the steam from the 
boiler as fast as it was generated by the fire ; in 
that case, the expansive force could not increase 
in the boiler, the mercury would be blown out, 
and the steam would escape. Conceived it essen- 
tial to have a second safety-valve, which should 
be under the control of the master or proprietor 
of the works j and there was another small con- 
trivance very important to the safety of the boiler. 
Boilers had frequently been weakened very much 
by the water having been evaporated too low. 
To remedy this, a hole should be previously 
bored in the bottom, rivetted by a piece of lead, 
so that the lead would remain perfectly secure as 
long as it was covered with water; but, the mo- 
meat the water left it, the lead would melt, and 
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the steam being blown through the hole, would 
put out the fire* Besides giving the signal of 
what was wanted, it would at once put an end to 
the cause of danger. — Considered that the mer- 
curial gauge acted as a safety-valve, which could 
not be stopped or put out of order ; and it had 
the advantage of exhibiting, during all times of 
the boiler's working, the state of the steam within 
the boiler, by the fluctuation that took place in 
that column, as indicated by the appeai*ance upon 
the surface of the mercury. If the mercury be- 
came stationary, it might readily be suspected 
that that tube was stopped; therefore it would 
point out itself instantly that it had become not 
what it ought to be. The safety-valve had not 
that advantage, as it did not indicate any thing 
till the steam was blown out by raising the weight. 
— With respect to the value of high-pressure 
steam for working engines in* Cornwall, of late a 
a most valuable improvement had taken place; 
and if it was an object to save coal to steam-vessels 
upon a large scale, high-pressure steam became 
an object of great importance to them, if applied 
upon the principle that Mr. Wolfe had in the first 
place introduced, but which had been applied by 
Mr. Simms and others. Was of opinion that those 
high-pressure boilers might be made with equal 
safety as low-pressure boilers. — Had prepared a 
statement of the work done by the engines on th» 
principal mines in the county of Cornwall. It 
stated the consumption of coal and the work 
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done by every engine therein named; from which 
Jt appeared that the average work of engines then 
in the county of Cornwall was to raise about 
twenty millions of pounds of water one foot high 
by the consumption of one bushel of coals : that, 
by the introduction of high-pressure steam, under 
the best mode of management, an effect equal to 
from forty-three to forty-five millions pounds of 
water was raised to the same height by the same 
quantity of coal, thereby producing above double 
the effect.— Apprehended that condensing or 
low-pressure engines were equally liable to be 
blown up by the carelessness and inattention of 
the engineer conducting them with high-pressure 
engines. In France, at Crusal, some very good 
engines were erected by Mr. Wilkinson, at a very 
large work ; they were on Boulton and Watt's 
principle: one of them blew up, and killed several 
people.— Conceived that the mercurial gauge, if 
of sufficient bore, might be applied with ease to 
the high-pressure boilers, so as to, produce safety 
as certainly as the column of water, which was in 
fact a water-gauge, such as was usually applied to 
the low pressure. — Conceived that there would 
be no difficulty in constructing a safety-valve, so 
as to operate with certainty, and yet be safe from 
any impediment which the engineer might inten- 
tionally place in the way of its operation, without 
incurring any very considerable expense. 
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Mr. John Collinge, of Bridge Road, Lambeth, 

Engineer, examined. 

Went to Norwich, in consequence of the ac- 
cident that happened to the steam-boat there. — 
Attributed the explosion of that engine to the 
construction of the boiler. It was composed en- 
tirely of wrought iron, except one end, and that 
was capped with cast iron. The cylindrical part 
was made of wrought iron. — Was of opinion that 
any material under veiy severe pressure was 
Jiable to fail, and cast iron for this reason, be- 
cause, in all large bodies, it was found that the 
air could not wholly escape in the act of fusion. 
Had occasionally had large masses of cylinders 
and pans to break up, and frequently found cells 
where the air could not escape. There was cer- 
tainly a much greater dependence upon wrought 
iron or upon wrought metal ; perhaps it would be 
better to include copper. — In the event of any 
accident happening to the boiler, the greatest 
mischief would be likely to arise from cast iron, 
because cast iron flew off in fragments, and 
wrought iron from its superior tenacity did not. 
— Remembered an accident having occurred at 
Maiden, where a boiler, nineteen feet long, was 
blown off from the seat of its connection with 
the base. Had found, in making wrought-iron 
boilers, that, if they were made of metal of a 
cofkisiderable substance, they could not be so well 
united to make them steam-tight ; it was a very 
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difficult thing to do. The rivets that were ap- 
plied to wrought- iron boilers were put in hot, 
and, when they were hammered, to secure the 
jmnt, they got cold, shrunk, and did not always 
fill the hole through which they had passed. — 
Had no conception that i^ny safetyrvalve could be 
applied to render them perfectly secure under 
heavy pressures—Thought the mercurial gauge 
would be the greatest safety for a boat, if it could 
be judiciously applied. — The condensing engines 
riiould not be more than four pounds to an inch ; 
and, if the capacity of the vessel allowed of it, the 
condensing engines answered every purpose, be- 
cause the makiqg a wrought-iron boiler would be 
on such a scale of thickness, that, if more than 
the usual pressure was applied, the rivets would 
fail, and constitute a security against any fatal 
occurrence. — ^Thought from the power that was 
wanted into steam-boats, condensing engines were 
the best engines applicable for that purpose.r- 
Did not conceive it impossible to construct a 
wrought-metal boiler, with safety-valves properly 
adjusted to its capacity, and a mercurial gauge, 
supposing that to be capable of being applied, 
which should render a high-pressure engine, on 
board a steam-boat, what might be called per- 
fectly safe.— Thought that in order to give secu- 
rity to the public in travelling by steam-boats, it 
might be necessary to have an examination of 
each engine two or three times a year, as it would 
create confidence. 
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Mr. William Chapman, of Newcastle-upon-Tyne, 

Civil Engineer, examined. 

Considered all engines, whether high-pressure 
or low-pressure, as dangerous to the passengers, 
unless due precaution was taken to emit the 
steam, when exceeding a given pressure ; for, in 
low-pressure engines, the boilers were always 
liable to burst, or to alter their force, when the 
pressure became greater than the resistance^ AU 
wrought-iron boilers, but those that were cylin* 
drical in the section, and with hemispherical ends, 
or portions of spheres, or cones, or coniads, were 
liable to alter the form by the natural expansive 
force of the steam, and therefore all boilers of 
those forms owed their safety to their weakness, 
because, if weak, they would alter their form 
without danger, and, if strong, they have been 
known to bend the iron so abruptly as to break 
asunder. — - There were high-pressure engines, 
working with a force of from fifty to sixty-five 
pounds per inch, and no accident had happened to 
any of them but to one, the safety-valve of which 
was stopped up by a man sitting upon it pur- 
posely. He said, he would have a good start, 
and surprise them« The consequence was, the 
boiler blew up, and killed and wounded a very 
considerable number of people. — Considered that 
the high-pressure engine could only be rendered 
safe by having the boiler of the form already de- 
scribed, and the cylindrical part of an unlimited;, 
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diameter, with a competent thickness of wrought 
iron or copper, and the plates secured to each 
other by a double line of rivets. It was also 
requisite that there should be two safety-valves, 
each laden with any determinate weight per su- 
perficial inch of the narrowest part of the seat of 
the valve. One of those valves should be at 
perfect liber^ to be raised at the pleasure of the 
manager, because sometimes it was expedient to 
raise it. The other should be under a cover of 
such description as not to be opened at all at the 
discretion of the engineer, but with sufficient 
apertures for the emission of the steam, and for 
any of the passengers to see that the valve was 
not made &st. It was also requisite that there 
should be a mercurial gauge of not less than an 
inch in diameter, and whose longest limb should 
not be greater than two inches and one-eighth for 
every pound per inch upon the safety-valve for 
each. It w^s necessary, by occasional inspec- 
tion, to take care that the mercury did not stiffen 
by oxydation, occasioned by the heat and motion 
to which it was in a slight degree liable. — Con- 
ceived that a high-pressure engine, thus guarded, 
might be used with perfect safety on board a 
steam-boat, so long as the boiler was kept in 
order; but the boiler bottom was liable to erode 
or consume by the action of the fire, and there- 
fore required watching. — Thought a boiler might 
last twelve months, provided its bottom was made 
of charcoal-irou, beat, not rolled, because there 
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was a great deal of difference in the grains- 
Would recommend all the boilers on board steam- 
boats to be made either of copper, or charcoal- 
iron plates, beat under the hammer, and not 
rolled* The resistance of the cylindrical boilers 
would be precisely in the inverse ratio of the 
diameter. 

Mr. Philip Taylor, of Bromley, Middlesex, 
Manufacturing Chemist, examined* 

Considered the first and most material point to 
attend to in the construction of high-pressure 
boilers was, that their diameters should be small 
in proportion to their capacity ; that as small a 
proportion of the external surface of the boiler as 
possible should be exposed to the destructive 
action of the fire ; and that that portion of the 
boiler which was subjected to the action of the- 
fire should be so situate and guarded, that, in 
case of explosion, the least possible mischief 
should arise. In all boilers which he had made 
use of, no portion of the boiler was exposed to 
the action of the fire, without its being constantly 
covered with water. In the boilers constructed, 
under his direction, the fire was applied under 
an arch of not more than two feet and a half in 
diameter: this provided against any extensive 
rents taking place in the event of explosion. 
All the boilers he had hitherto employed had 
been constructed of malleable iron, commonly 
known by the name of charcoal-iron, rivetted 
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together, and secured hy strong wrought-iron 
bolts* From observing the danger arising froin 
the introduction of flat cast*iron ends> had inva-* 
riably terminated the ends of the boilers by 
wrought-iron ones, nearly hemispherical: this 
mode of construction, so far as his experience 
had gone, combined more strength and dura^* 
bility than any other. The precautions he had 
used to guard against the nuisance of sqch boilers, 
had been by adapting to them two safety-valves ; 
one under the control of the engine-man, the 
other secured in a strong cast-iron case, locked 
down, and loaded with such i^ weight, as would 
suffer the ste^m to escape when it had • arrived at 
an improper degree pf expansive force; safety- 
valves not having at all times answered the pur- 
pose intended. Had, likewise, in every instance, 
attached to the boiler a mercurial column, the 
bore of which was proportioned to the size of the 
boiler ; and considered an iron tube, of an inch 
diameter, sufficient to guard against accident, 
when applied to a boiler four feet in diameter 
and twenty feet in height; because the limit 
given by such a column came far within the 
limit of absolute safety. The external limb of 
the mercurial gauge had, in all cases, been pro- 
portioned to the strength of the boiler applied, 
taking care that the expansive force of the steam 
would displace the mercury long before any dan- 
gerous expansive force would arise. In order to 
guard against {he boiler being injured by the 
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paction of the fire, from a deficient quantity of 
water ia the boiler^ had inserted a leaden rivet in 
such a situation, that it WQuld melt as soon as it 
v^as uncovered by the water, and produce an 
opening, which would suffer the escape of the 
steam.— Considered castffron boilers safe, pro- 
vided their various parts were made of small dia- 
meters in proportion to their capacity ; such^ for 
instance, as those constructed by Mr. WQlfet*-T^ 
Thought that a boilef constructed on this prin- 
ciple was equally safe with those called con- 
densing engines, because a greater attention to 
strength is always paid in the construction ()f I^gh- 
pressure boilers than in the construction of those 
for low-pressure engines, in proportion to the 
pressure they have to sustain*'^— The high-pressure 
engine, constructed by Mr. ^V'olfe, employed not 
only the expansive force qf the steam, but also 
that power which was acquired by its condensing; 
and the effect in Cornwall had been, that engines 
on this construction had done double the quan- 
tity of work with the same quantity of fuel.— 
Should consider any measure tending to impede 
the use of high^^pressure engines injurious to the 
country. 

Mr. Henry Maudslay, of Lambeth, Engineer, 

examined. 

Never considered high-pressure engines were 
applicable to boats, because the purpose of high- 
pressure engines was to save water, and water 



Higggy l^wiKa lite one and t^ other made do 
^ i^m^rtiiw JH tiie weight or expense, taking it 
^t tth^"'/' ('*rtiC"''"^y ***** steam-boats were 
^B ^^/a)»nri»'«i— Buik tlie Regent steam-boat 
^B viiA a /iw-pressiire engine. TTiere was a dispute 
^H ^vciui iw ineti, and one of them swore that he 
^LhiuiJ IrVw his boiler up but he would beat the 
^H^l^nt in coming up. The man certainly did 
^^^(Tt himseU' as much as he could, and kept his 
g^n tt bigl) as he could get it, and it flew out 
rflfce safety-valve very frequently, and he hurt 
III, boiler materially from doing so; but he did_^ 
an beat the Regent: but, if it had been a high>^| 
iBlMure engine, he would eilber have beat her;^| 
dtUown up his boiler, because he had the powei^| 
i^Ais own hand. Had employed two and 8ome<^| 
ijacti three safety-valves; to make it quite easy ^| 
HV die man to move them, had a sort of beHpuU ^| 
c»pull it up every hour, if he pleased, to keep it ^B 
i»ftCtion ; because, it was clear, the spindle might j 
-orrode and stick fast for want of use. Supposing J 
.u:L{icd once a week, it would not be a ^H 
(. any longer, because a veiy little fric- ^| 
^^ - .Id add a great many pounds weight to the ^M 
^ the steam ought to meet with.— Never ^^k 

7 ♦-pressure engine unsafe, but it ap- ^| 

high-pressure engines had been.— ^| 
:hat the same motive which would in- ^| 
rgineer to work it with an improper T 
,(>uld induce him to leave it untouched, \ 
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that it might have an improper pressured — Con- 
sidered that wrought iron was extremely safe, 
fcompared to cast iron. 

Mr. Alexander Gallaway, of Holborn, Engineer, 

called in and examined. 

Would recommend that, for steam-boats, the 
condensing engines should be used in preference 
to high-pressure engines ; and, for these reasons: 
In the first place, the great advantage promised 
from a high^pressure engine was, that it could be 
worked in a situation where water could not be 
procured, and therefore it was, for such a situa- 
tion, a valuable machine \ but, in situations where 
water could be readily procured, it was not so. 
And in reference to the comparative price be- 
tween a high-pressure engine and a low-pressure 
engine, and in reference to the space that it oc- 
cupied, and in reference to the superintendence 
that it required, it was decidedly evident no 
economy was produced. Speaking of it as a mat- 
ter of safety, it would be necessary to say, that 
experieiice had fully proved that the maximum 
of force to be obtained by a condensing engine 
was when the steam was rarefied from three to six 
pounds on the inch. The engine was then by far 

• 

more efficient than when the steam was rarefied be- 
yond that point. And it would appear equally clear, 
that whether it was a cast-iron boiler, or a 
wrought-iron boiler, or a copper boiler, the force 
di the engine was better performed by steam at 
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three pcraods and a half than at any increased ex- 
pansive force; the boiler being subject only to 
three instead of six pounds, it must be less liabk 
to explode or burst at that than at an increased 
expansive force. Would farther say, that every 
man that was called to work a condensing steam- 
engine kn^w, that, when his steam was at three- 
pounds and a half, it performed a greater quan- 
tity of labour than at any other time } for, if it 
was increased, a vast labour was thrown on the 
air-pump and the condenser, and the engine re- 
tarded ; therefore, a man had no inducement to 
increase the expansive force of the steam, know- 
ing that no usefid end could be obtained by so 
doing, but giving himself additional labour, and 
consuming more fuel, and performing less work* 
All boilers on board steam-boats should have the 
fire in the interior of the boiler, because it was of 
very little importance, when upon the subject of 
safety, whether the passengers were to be endan- 
gered by an explosion, or whether the vessel was 
to be weakened in its timbers, or essential secui> 
rities, by the improper application of the fire to 
the boiler ; would therefore recommend that the 
fire should be contained in the interior of the 
boiler, and that there should be an additional 
safety-valve, which should be solely subject to the 
superintendence of the proprietor, and that the 
manager of the machine should have no possible 
access to it. — Would certainly recommend a 
wrought-metal boiler in preference to a cast-iron 
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boiler \ afid the reason l^as dear^ that the opera- 
tion of castiiig^ however skilfully managed, was 
always an uncertain process. — Thought that if an 
additional safety-valve was applied to a boiler, 
aiid that safety-valve placed beyond the power of 
being interfered with by any persotl but the pro- 
prietor, then the boiler would be secure from ex- 
plosion, if the safety-valve should be judiciously 
loaded \ but if that safety-valve was even placed 
beyond the reach of the operator, and at the 
same time ii^udiciously loaded, a calamity might 
take place, the same as if no such security ex- 
i^sted.-^Under all the circumstances of the case, 
would most decidedly recommend a condensing 
engine) a condensing engine, with « wrought- 
iron boiler; because, when cast iron became sub^ 
ject to high expansion and contraction, the con- 
stant repetition of those, effects in a very great 
degree impaired the strength of the boiler.~> 
Would venture to say, that all engines in steam- 
boats should be subject to regulation and inspec- 
tion by competent persons. A steam-boat must 
have a register ; and, before such register should 
be granted, the engine should be inspected, to 
see whether it was of a character to deserve its 
being considered safe.— Was quite satisfied, that, 
taking for granted that condensing and high- 
pressure engines were judiciously formed, the one 
would take as much fuel as the other, there would 
be no material saving, if any ; but if two prin- 
ciples were associated together, as in the case of 
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Wolfe's engine, there would be a considerable 
saving. 

Mr. John Braithwaite, of the New Road, Fitz- 
roy Square, Engineer, called in and examined* 

With respect to high-pressure steam, would 
engage to make a boiler, or direct one to be 
made, which would defy any engineer, or other 
person, to blow up, or burst; and had lately 
erected five^ boilers, which he was ready to prove 
to any gentleman, and even to any engineer, that 
they could not destroy them. — Recommended to 
Mr. Martineau, for whom he erected them, that, 
as there had been an accident in his neighbour- 
hood, he ought to have a boiler to bear three 
times the pressure he meant to put upon it ; and, 
if it did bear that pressure, and they applied two 
safety-valves, with a mercurial steam-gauge pro- 
perly weighted and adjusted (one of those safety- 
valves being at the will of the person about the 
boiler, and the other locked up) it would be im- 
possible to explode a boiler of that description. 
Saw the boiler after it was exploded at Wellclose- 
square ; and also conversed with one of the men 
that was saved, who said, that he had carried an 
additional weight to put on the safety-valve just 
before it exploded ; that the mercurial gauge 
there was plugged up, so that it was useless ; be- 
sides which, instead of the safety-valve being 
weighted equal to forty-five pounds, they added a 
double weight, which increased it to ninety 
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pounds weight upon an inch, and the boUer 
was very improperly made.-— Would recommend 
wrought-iron boilers in preference to cast on 
board of steam-boats. 

Mr. John Hall, of Dartford, Engineer, called in 

and examined. 

Had only to observe, that he made his boilers 
of cast iron, and proved them by an hydraulic 
press, made for the purpose; and had gone as 
high as two hundred and fifty pounds to aii 
inch, which he considered enough. Nothing hap* 
pened ; and he meant the next time to try what 
they would bear ; and had no doubt they would 
bear from seven hundred to one thousand pounds 
to an inch ; for he believed they could be made 
stronger than wrought-iron boilers ; wrought-iron 
boilers being rivetted together, could not be so 
strong as those cast in a solid mass.*— Had a boiler 
made composed of three tubes on a large one, and 
two smaller ones below ; the lower tubes which 
were exposed most to the fire, had cracked, gene* 
rally by cooling, after the engine had done work- 
ing. Had known that in three or four instances ; 
perhaps in an hour after the engine had done 
working, the tubes below had cracked, and the 
other not.— Supposed that in the event of explo- 
sion the greatest danger would be firom the 
wrought-iron boiler. — Considered it quite prac- 
ticable to adjust a safety-valve to a boiler, which 
should not be accessible to the engineer, but 

H 
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which should $u£^cteatly protcK^t the boiler from 
mischieff and which x)nce r^djusted, would l^way8 
act) and might always be depended upon* 

Mr. Alexander Tilloch, of Islington, called in 

and examined. 

Was of opinion, that attending to what should 
be attended to in every stean^ engine, iind em- 
ploying proper engineers, a stean^ engine would 
be perfectly saff?, whether with bigh^preBsure or 
low-pre98ure steam. The boilers ought always to be 
furnished with safety-valves, one of which should 
be coveredf and out of reachi with ^ box pver iti 
but perfori^tedf so that i% might b? seep wb^n the 
•team operated on It^ A mercudaUvalye is also 
very good, that is, jm inverted Pyphpn, with « co- 
lumn of mercury^ p^c^rtioned to th^ purposes 
for which it is to be employed. — ^Did not appre- 
hend much danger to arise, in case of explosion, 
from the merqqry, beca.use the tube being always 
perpendicular, the mercury, when shot out,^ would 
fall down in rain. Was of opinion a boiler might 
be made safe, either of wrought or cast iron ; but, 
for great strain, would prefer cast iron, contrary 
to the opinion of many people j and the reason 
for this preference was the same for which it was 
pre^rr^d in making cannon. It was not pos- 
sible to get thick plates of wrought iron perfect 
throughout, and it was necessary to trust at last to 
rivets in joining them ; but cast-iron boilers could 
be inade of any strength. Instead of having a 
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boiler that would stand sixty, it might be made to 
stand six hundred of either wrought or cast iron. 
Another reason why he would prefer cast iron 
was, that the sheet iron corroded much quicker, 
and was destroyed by oxydation, so that a boiler 
might be safe when first set up, and stand its 
proof, but very soon become unserviceable, or at 
least, comparatively so. Boilers should always 
be cylindrical, and for an obvious reason : capa«- 
city should be got by length and number, rather 
than by diameter. There was no more danger to 
be apprehended from steam, as to bursting, than 
from the employment of condensed air, only that 
the water might scald : but, as to the danger of 
the fragments being scattered about, it was the 
same with air as with steam, and yet all the 
engineers constantly employ cast-iron receivers, 
condensers, or air-vessels, where pressure - was 
wanted.--'In case of actual explosion should think 
the greatest mbchief would arise from the cast-iron 
boiler. — Was aware that there might be cavities in 
cast iron, but a boiler being proved to a strain 
beyond that it was to be exposed to by heat, the 
safety of the boiler was secured, for the tcfmpe- 
rature never could be at that point which would 
endanger a fracture from that circumstance. 

Mr. George Dodd, Civil Engineer, of Oxford 

Street^ 

Stated, that out of five steam-boats under his 
direction, only two had suffered by partial accit 
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dents, and these were owing to the carelessness of 
the engine workers. His boilers were made flat 
sided, with flat and dome rooft, the largest of them 
containing at least fifteen hundred rivets, each of 
which in some measure answered the purpose of a 
safety-valve. — Was of opinion that to all boilers 
there should be two safety-valves. The one which 
would be accessible to the engine worker should 
be loaded with the minimum of the pressure that 
the chief engineer saw fit that the boiler should 
sustain ; and that the one which would be inac- 
cessible and locked up should be loaded equal to 
the ultimatum that he would, under any circum- 
stances, permit tlie boiler to support.— -Would not 
allow the safety-valves to be loaded with more 
than half the weight which had been previously 
tried, and found the boiler was capable of sup- 
porting.— Was of opinion that a boiler whose 
sides and ends were flat, if properly constructed, 
and of sufficient thickness in the plates of wrought 
iron, might be safely used on board steam-boats 
having the low-pressure engine. — In the Rich- 
mond steam-boat the fire was entirely surrounded 
by the water. It wasvthe case also in the Ma- 
jestic ; but, in the Thames, and in the new boat 
to Richmond, and the new boat to Gravesend, 
they were what was called open furnace-mouths. 
Under the furnace-mouth was placed an ash-hole 
of cast iron, bedded in clay, and upon fire-bricks. 
-—Recollected the boiler of the Caledonia, Lon- 
don and Margate steam-packet, bursting at sea. 
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by the forcing out of three of the rivets over the 
furnace-mouth, which extinguished the fire ; but 
it was not productive of any injurious conse- 
quences to any of the persons on board ; and the 
Cork and Cove packet-boat in Ireland, with two 
hundred and fifty oflScers and soldiers on board, 
burst her boiler when lying alongside of the trans- 
port that was receiving the troops. The burst- 
ing made a fissure, or opening, of nine inches by 
eighteen inches ; but the steam which escaped did 
no injury either to the {)ersons on board or to the 
vessel; nor does it appear, under any circum- 
stances of the bursting of a wrought-iron boiler at 
the low pressure, the steam not being more than 
ten or fiifteen pounds to the inch, that the steam 
which might be suddenly let loose or disengaged 
would have power sufficient to raise the deck of 
the vessel, or to injure the parties on board. — 
The Richmond steam-yacht cost, in the first in- 
stance, including the engine, 1800/. The engine 
itself cost about 1000/. The Majestic cost about 
SOOO/. and the engine about 3000/. more. The 
Thames cost S500/. including the engine at 
about 1300/. The newVessel built to go to Rich- 
mond, the hull and joiners' work cost 750/. ; and 
an engine of fourteen-horse power and apparatus 
cost 1 170/. The new Gravesend steam-yatch, the 
hull only has cost 750/. and the engine 1370/. j but 
there were various other expenses before these ves* 
sels could be finished. — Had just got a new boiler 
from Messrs, Jessop's, of Butterley, for the Thames 
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steam-yacht, which was charged 2 1 5L — A safety- 
valve would cost about 4/« and a mercurial tube 
for the same purpose 2/. — Had declined purchas- 
ing the Norwich steam-packet because it had a 
high-pressure engine.— Went with a party of Ger- 
man genUemen from Bremen, who were anxious 
to make an immediate purchase of a steam- vessel; 
and they also declined to purchase that, or any of 
the boats upon the river Yare, solely because 
they had high-pressure steam engines on board. 

Mr. Richard Wright, of Blackfriars Road, En- 
gineer, called in and examined* 

The boiler of the Norwich steam-vessel was eight 
feet long, with a cylindrical boiler four feet two 
inches diameter; it was first made with an in- 
ternal angle iron at one end, and an external 
angle iron at the other end. In consequence of 
the internal angle iron having given way, a cast 
iron end was substituted, which certainly was not 
accurately performed. It was originally intended 
to sustain a pressure of forty pounds to the inch. 
— Should think that both wrought and cast-iron 
boilers might be used with equal safety ; but that, 
in proving them, they ought to be kept under the 
pressure a considerable time, say a quarter of an 
hour, or half an hour. Sudden pressure may 
cause flaws in a boiler, which may give rise to 
accident afterwards; but, if under pressure a 
considerable time, the action of it might be 
seen. 
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Mn John Richter, of Cornwall Place, Sugar 
Refiner, called in and examined. 

Wad acquainted with the circ^ufnstances attend- 
ing the explosion of the engine at the sugar houae 
in Wellclose Square ; and had attended from time, 
to time, during the whole period of the construci> 
tion of that boiler, for the purpose of boiling 
sugar by means of high-pressure steam ; it was 
necessary they should have a pressure 6f from 
six and thirty to five add forty pounds to an 
inch. — Saw the boiler when the bottom only was 
put up, and was at that time informed that they 
had cast the dome part of it, and that it was not 
sufficient, and that they wefe casting another* 
Some months afterwards found that other placed 
there. Saw them at work ; and was informed by 
Mr. Haigh, who .was the engineer, that they were 
boiling at eighteen pounds an inch, but found the 
index of the gauge standing at five or six and; 
thirty. — It wad a mercurial gauge, intended as an 
index, and measuring inches. In consequence of 
complaints from Constant, the Frenchman, in 
whose house it was, that it would not do its wdrk^ 
and his fears in pressing it on to do its work, the 
makei^ of it became anxious to shew that it would, 
and a day was appointed for this to be done^ 
Constant^ at three o'clock in the morning, began 
his work, and continued boiling till dbout eight, 
but boiling with a great deal of difficulty, because 
he' was afraid of putting the engine to tfaejprelssure 
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he required. He gave it up ; he said he would 
boil no more ; and the men in attendance, who 
belonged to the engineer, went to fetch the en- 
gineer. He and his men came down, and per- 
suaded Constant to have the fire lit again. He 
consented, after a' great deal of diflSculty, and 
went to another pan in an adjoining building, 
and there he was at work when the accident hap- 
pened. They were urging the steam, and actu- 
ally had put an immense weight upon the lever of 
the valve, so as to render it totally useless. This 
was ascertained by a Frenchman, who saw it, and 
who stated to the man that he was doing mischief, 
and doing wrong. He was told to hold his 
tongue, and mind his own business; that he knew 
his business, and they knew theirs : the conse- 
quence was, that immediately afterwards it blew 
up. Afler this accident went every day to the 
ruins, for the purpose of ascertaining what had 
been the cause of the bursting ; and saw the ex- 
cavation, until the parts of the boiler, which was 
of cast iron, were found, and then finding parts of 
this boiler in different places, the seat of the 
boiler being where it had been placed, but the 
rest scattered about in different directions. The 
bottom of it was two inches and a half thick, the 
upright sides of the bottom one inch and a half 
thick y the lower part of the dome was seven- 
sixteenths thick, and one of the parts at which it 
must have burst, and where the boiler was com- 
pletely defective in the casting, was less than the 
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eighth of an inch thick; it was not thicker than a 
crown-piece : the wonder is that it stood at all. — 
It was not intended to be worked above forty- 
five, and was . ordered to be made to sustain the 
pressure of a hundred pounds to an inch. The 
whole house was blown to pieces, which arose 
from the fragments of the boiler striking the 
story posts, by which the support being taken 
away, the walls fell inwards. 

Mr. John Steel, of Dartford, Engineer, called 

in and examined. 

If it was required to make the strongest boiler 
imaginable, should consider cast iron preferable^ 
because it could be got to an unlimited strength 
of resistance, while wrought iron could only be 
had of a certain thickness. — ^Was of opinion that 
the proof arising from the pressure of cold water 
was sujficient to ascertain the safety of a boiler, 
which should afterwards be exposed to the opera^ 
tion of fire, or of highly heated steam ; cast or 
wrought iron being at its greatest strength at 300 
degrees of heat, whichliad never been arrived at 
yet by steam.— <^onsidered the mercurial gauge, 
and two safety-valves as essential in the construc- 
tion of boilers ; and was of opinion, that, by the 
adoption of those precautions, high-pressure steam 
might be used with safety, either with wrought- 
iron or cast-iron boilers. 
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Mr. William Brunton, of Birmingham^ Civil 
Engineer, called in and examined* 

Had been concerned in making boilers foi 
bigh-preMure engines, which might be so cofi- 
atructed as to become useless before they were 
dangerous, upon the principle of having the exte- 
rior part of the boiler independent of the flue, so 
much so, that, while the flue is injured by the 
current action of the fire, the exterior part of the 
boiler remains, as to strength, unimpaired. — Con- 
ceived that a boiler thus formed, when the flue 
has been worn very thin, and then exposed to a 
greater pressure than it could sustain, the thin 
parts of the flue would act as M many safety- 
valves-^-^Believed it possible to construct b<Hlers 
which would bear an expansive force of six hu&* 
dred pounds to an inch. — Usually employed two 
safety-valves ; one in an iron box under lock 
and key, and that only at the control of the pro- 
prietor, and the other open to the engine-man ; 
and a mercurial gauge as an inverted syphon, 
which, in the event of the steam being stronger 
than the mercury can sustain, the mercury will 
be driven out, and the boiler thereby relieve 
itself. — In the high-pressure boiler, the injury 
which would arise from its bursting, would be 
done principally by the fragments projected^ in 
the low-pressure boiler, the mischief might arise 
chiefly from the hot water and steam. Could 
mention two instances in illustration of this; the 
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first of a low-pressure boiler having given way in 
the bottom, when a stream of hot water was pro- 
jected against the engine-man, causing his death ; 
the second instance was of a high-pressore boiler, 
in which a hole was suddenly opened » the water 
prelected itself, and completely wetted a boy, 
standing within a yard of the orifice, who was not 
at all injured thereby. Should say the fragments 
from the cast-iron boiler would be equally de- 
structive either with a high or. with a low pres-* 
sure. Considered that the firagments from a 
wrought-iron boiler would be projected with 
equal force with one of cast iron undctr equal cf¥^ 
cumstances»-~Knew a wrought-iron boiler which 
burst with high-psressure steam ; and a fragment, 
the largest piece, was carried to the distance of 
one hundred and fifty yards. — Was induced to 
prefer wrought to cast-iron boilers from the exa^ 
mination of several cast-iron boilers, which were 
cracked or broken in the lower part of them^ 
which appeared to arise from the unequal tem<* 
perature and expansion in Che exterior part, c^ the 
boiler, which was caused by a quantity of wate^ 
at all times under the flue, and consequently of 
lower temperature than the water above the flue j 
thereby causing the . upper part of the boiler to 
expand in a greater ratio tiian. the lihder part of 
the boiler.*— For steam vavigation, would recom^ 
mend a wiXHight-iron boiler^ if prc^rly con- 
structed, and, at least, two safety-valves } the one 
to be placed under the lock and key of the pro- 
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prietor of the vessel, so secured as not to be ac« 
sesdble to the engine-man ; and one over which 
the engine-man had the usual control. — Would 
recommend the valves to be nearly flat, or quite 
so, as they would be less liable to be fastened by 
the difference of temperature to which the valve 
and the seat might occasionally be subjected. 

Mr* George Dodd again called in and examined. 

Had been on board and was well acquainted 
with twenty steam-boats; knows that there are 
more than forty in Great Britain ; many of which 
had cost 5fiOQL others 6,000/. and one on the 
Thames above 10,000/. ; considered a fair average 
to be 3,500/. each, making the vested capital 
140,000/i Most of them were fitted up with pe- 
culiar elegance and accommodation, the furniture 
and decorations alone forming an expensive item ; 
they were also very expensive to maintain, espe- 
cially on the Thames, by reason of the great cost 
of coal. They were most numerous on the 
Clyde, where they had been productive of essen- 
tial benefit to the general commerce and tra£Sc 
of Glasgow, Port Glasgow, Greenock, and the 
neighbouring country. — All of them had low- 
pressure condensing engines, and wrought sheet- 
iron rivetted boilers, except the remaining steam- 
boats between Yarmouth and Norwich, and one 
in Holland, built at Yarmouth} and they were 
high-pressure engines. 
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Mr. JosiAs Jessop, of the Adelphi, Civil £n« 
gineer, called in and examined. 

Had no doubt but what the low-pressure boiler 
was more secure than the high-pressure, yet, 
from the natural wear and tear, both were liable to 
accidents. If an accident happened to one of a 
high-pressure, its consequences certainly would 
be more dangerous than that of a low-pressure 
engine.-— Thought that to ensure safety, the boiler 
should be able to withstand the proof of two or 
three times the pressure to which it was after- 
wards likely to be put, or rather the pressure to 
which it should be limited ; if, for instance, it was 
meant to work it at fifty pounds' pressure, and it 
stood the proof of one hundred and fifty pounds, 
the presumption would be that it was secure; 
but, in the course of two or three years, any 
boiler would wear out. — Would recommend an 
additional safety-valve, to which the person 
working the engine should not have access.— 
Preferred malleable iron or copper for boilers, 
because it would not burst by an explosion as 
brittle metal would ; it would probably rend at 
the joints. — Was of opinion that the boiler should 
be adapted to the shape of the boat; and that 
being taken for granted, the safety would depend 
upon the strength of the metal, and not upon the 
form. It should be made of such strength, that 
any indenture would not afiect it. Although the 
form approaching to cylindrical was of course 
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stronger than any other form, that which ap- 
proached nearest to a sphere was the strongest, 
but a cylinder with hemispherical ends was best. 

Mr. Alexander Nimmo, of Dublin, Civil En- 
gineer, called in and examined. 

Was of opinion that the best form for the safety- 
valve was that of an hemispherical cup, with its 
convex surface downwards, resting upon a collar, 
and to the bottom of the cup a weight was to be 
hung, which had previously been adjusted; by 
this means, the valve was always steam-tight in 
every position, yet without danger of adhering, 
and must be lifted by the steam when it exceeded 
a given pressure; but the valve might also be 
lifted by a chain attached to its upper side, which 
was inclosed within the iron case, and might be 
drawn up by the engine-man, or any person on 
board, and which did not allow him to keep it 
down, or to confine it. Had also found it neces- 
sary to prevent the accumulation of water upon 
the top of this valve, arising from the condensed 
steam, when escaping ; this was done by a small 
waste-pipe descending from the bottom of the 
pipe which conveyed away the waste steam. Had 
thought it advisable to make the steam-valves 
large, that the weight which was laid on, being of 
itself large, might easily admit of addition. Em- 
ployed two boilers communicating, and two safety- 
valves ; and a mercurial gauge, provided with 
receivers, so as to prevent the loss of the mercury 
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in case of any sudden collapsation or disengage- 
ment of steam, also a tube of glass attached to the 
boiler, which exhibited the level of the water ia 
the boiler, and precluded any idea of danger in 
the minds of the passengers.-^ Was of opinion that 
the construction of the cast-iron boiler admitted 
of its being made of wrought iron with equal 
strength ; then the e:)^plQsion of the cast iron one 
would be more dangerous, as it would fly in 
pieces, whereas the other would probably tear. 
It was scarcely possible to form cast iron every^i' 
where equally strong, and if a part be weaker 
than the rest, either on purpose or by accident, 
that would not have the safety that would be olv- 
tained by a wrought-iron boiler j for instance, in 
cast-iron boilers, it was common to have holes, 
and if these >vere filled with some metal of dif- 
ferent melting temperature from cast iron, more 
fusible for instance than that, the juncture would 
part first, and it might be made to tear as a 
wrought-iron boiler would doj and again, the 
wrought iron was so much more liable to oxyda- 
tion than cast iron, that although found very effir 
cient at first, its strength and tenacity might be 
very speedily altered ; for these reasons, cast-iron 
boilers had been preferred where bighrpressiire 
engines were used ; and^ in small tubes, the tena- 
city of cast iroq could be made greatly to exceed 
that which could ]^ givep tP wrought iron in the 
same form. 
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Mr. A&THUE WooLF, of Pool, in Cornwall, Civil 
Engineer, called in and examined. 

Approved of the cast-iron boilers in preference 
to any mixture of metals, particulaily those com- 
posed of a number of tubes ; it being always ne- 
cessary in boilers to have a certain quantity of 
surface exposed to the action of the fire, to con- 
tain heat and steam ; and if that were done in 
one vessel, of course it must be of considerable 
size greater in diameter than if composed of a 
number of tubes ; and the risk of explosion is in 
proportion to its quantity of surface.— -Considered 
his patent boilers calculated for every purpose ; 
they were generally adapted to high-pressure 
steam ; his patent was taken out for a safe boiler 
for a high-pressure engine; indeed, in his own 
engines, he did not work the steam to that height 
as was done in what were called the high-pressure 
engines, as the novelty of his engine was that it 
worked the steam twice over. — Made his boilers 
to stand from fourteen to twenty times the pres- 
sure he ever made use of, and employed two 
safety-valves, — Did not think that the wrought- 
iron boiler would separate into so many pieces as 
the cast-iron boiler, but had no hesitation in say- 
ing, that cast-iron boilers were safer than wrought- 
iron boilers. — Could make a cast-iron bmler 
stronger and more to be depended on for great 
pressure than wrought-iron ; but where great pres- 
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sure was not wanted, wrought-iron could be made 
sufficiently strong to depend on ; and was of opi- 
nion, that as great a number of accidents had 
happened from the bursting of wrought-iron boil- 
ers as from cast ones. 

Mr. Andrew Vivian, Miner and Engineer, , of 
Cambourne, in Cornwall, called in and 

examined. 

Considered that the danger attendant on work- 
ing steam engines arose from making the steam<» 
vessel of insufficient strength for the steam j every 
engineer ought to be well acquainted with the 
power of the steam, and make the steam-vessels 
in proportion to the strength of the steam re- 
quired.— -Recommended the use of not less than 
two safety-valves on every boiler where a high 
pressure of steam was required, and that the 
boilers be made of sufficient strength, and proved 
before used. — To prove the boiler, it was first 
necessary to fill it with water, loading the safety, 
valves with ten or twelve times the weight re- 
quired for the engine, and then by injecting 
water into them, so as to lift those valves with ten 
times the weight required. — Conceived that a 
boiler so proved, and furnished with safety-valves, 
properly adjusted to its contents, perfectly safe in 
working with steam, whether high or low pres- 
sure. — Was accustomed to load the engines in the 
mines under his direction, to about forty pounds 
an inch} and the valves were then loaded to 
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about forty-five pounds. — ^Thinks it very possible 
to lock up one of the valves, which may be so 
constructed as not to be liable to accidents from 
explosion. — ^Did not see any reason why, in any 
situation whatever, the use of an engine should be 
limited to the low pressure, or that which is 
usually called the condensing engine. — Con- 
ceived that cast iron could be made much stronger 
than wrought iron, with less difficulty ; some of 
the cast-iron boilers being made two inches thick; 
and to make a wrought-iron boiler equally strong 
as that, would be very difficult to be accomplished 
by workmen. — Had known of no accident with 
high-pressure steam and cast-iron boilers; but 
had known an accident happen working with 
Boulton and Watt's low-pressure engine, which 
was on the 28th of November, 1811, in Wheal 
Abraham mine; a wrought-iron boiler, working 
with low-pressure steam, exploded there, and 
scalded six men, three of whom died of the burns 
they received in the course of a week afterwards. 
— Did not recollect any instance in which a 
wrought-iron boiler exploded, so as that any per- 
sons were killed by the fragments.-r-Did not con- 
ceive that water could issue to any great distance 
from a high-pressure boiler, as it must soon be 
steam. — Had never known any persons scalded 
by the steam or the water issuing from a high- 
pressure boiler ; but remembered many instances 
of persons being scalded from the same cause by 
a low-pressure engine, only one of which came 
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directly under his own eye. — Was quite of opi- 
nion, that boilers made of wrought iron for high* 
pressure engines would soon become leaky, and 
that too without exploding. Knew an instance 
of a boiler of that description made, which be- 
came leaky and unfit for use in a very short time ; 
the consequence of which was, the working of the 
mine was stopped, and a great number of people 
thrown out of employ. — Supposing the only ob- 
ject to be safety to the lives or limbs of the per- 
sons who should be surrounding the engine, 
would, in that case, prefer having the boiler of a 
high-pressure engine of cast iron, because it could 
certainly be made stronger than wrought iron for 
the same expense ; while he considered the risk 
was so small as that it scarcely need be taken into 
the question, because all explosions might be 
easily prevented by proving the boiler every time 
it was cleansed, which he thought should be 
at least every month. — Had found the use of a 
high-pressure engine of great advantage to the 
Cornish mines, which could be proved by the 
monthly reports.— Conceived that every engine 
ought to have two safety-valves, and one should 
be locked up to prevent careless engine-men 
doing mischief, which low-pressure engines are as 
liable to as high. — ^Was of opinion that a high- 
pressure engine did greater duty with the same 
coals than a low, which could also be proved by the 
monthly reports. — Being desired to attend the 
Hon. Committee on the part of the proprietors of 
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 three of the largest mines in Cornwall, the united 
Vmines of Crowan, Dolcoath, and Weal Unity, 
they wished to state their hope, that the Legis- 
lature would not interfere to prevent the use of 
high-pressure engines, either on board boats/ or 
in any other way. 

Mr. Thomas Lean, Inspector of Steam engines, of 
Crowan, in Cornwall, called in and examined. 

Was employed by nearly the whole of the 
miners in Cornwall to inspect their engines, and 
make monthly reports of the work they performed. 
— Conceived there was no danger whatever in the 
use of high-pressure steam engines; and for tliis 
reason, that, in general, for an engine intended to 
be worked with high steam, the materials were 
made stronger in proportion than the materials 
used for steam of low-pressure. — Considered it of 
. importance that every boiler should have two 
safety-valves, one of which should be confined 
from the engine-man. — In a boiler in which great 
strength was required, would certainly recom- 
mend cast iron, and had no doubt but it could be 
made mnch stronger than wrought iron, the ex- 
plosions that had happened in Cornwall having all 
been in wrought-iron boilers, and from low-pres- 
6ure steam. — In every boiler that was built, there 
was one part of it weaker than another, and it was 
hardly possible for a boiler to be thrown about in 
iragments to do mischief. Should not feel any 
hesitation to sit on the cast-iron boilers in Corn- 
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wall when an explosion took place, being con- 
vinced the explosion would take place at the un-> 
der part. — Was in the habit of working the high- 
pressure boiler at forty pounds to an inch, while 
they were proved to three hundred, and that too 
without injuring the boiler.*— Apprehended, that 
with a boiler so constructed, so proved, and 
guarded by two safety-valves, there would be no 
danger whatever in any situation ; and was also of 
opinion, that the high-pressure engines in Corn- 
wall had saved at least two-fifths of the whole 
consumption of coals in the county ; in some in- 
stances it had saved three-fifths. 

Mr. George Dodd again called in and examined. 

Witness wished to offer to the Committee a 
second safety-valve, which admitted of being 
locked up so as to be inaccessible to the engineer. 
This was furnished with a flat bottom, resting 
upon a flat circular ring \ the steam escaping from 
the sides of the box through apertures, so con- 
structed as that nothing could be introduced to 
impede its action. 

William Lester, Esq. of Lambeth, called in and 

Examined. 

a 

Witness attended for the purpose of delivering 
in the drawing of a valve so constructed, as to 
prevent the possibility of any person having ac- 
cess to it to prevent its action ; it was self-acting 
entirely from the gravity of a column of water 
acting upoft the valve, which prevented its being 
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locked by any mode, and it could not adhere be- 
cause it was not a cone acting in another cone, 
but a flat surface pressing upon the top of a cy- 
linder; and being enclosed in a box, and the 
steam getting out at the bottom, no matter could 
get upon the valve to cause its adhesion. 



REPORT. 







The Select Committee appointed to coDsidcr of the 
means of preventing the mischief of Explosion from 
happening on board Steam-Boats, to the danger or 
destruction of his Majesty's Subjects on board such 
Boats ; and who were empowered to report their obser- 
vations and opinion thereupon to the House ; tc^ether 
with the Minutes of the Evidence taken before them ; 
I have, pursuant to the Order of the House, considered 
the matters to them referred, and agreed to the fol- 
lowing Report : — 

Youa Committee entered on the task assigned 
them, with a strong feehng of the inexpediency 
of legislative interference with the management 
of private concerns or property, farther than the 
public safety should demand, and more especially 
with the exertions of that mechanical skill and 
ingenuity, in which tiie artists of this country arc 
80 pre-eminent, by which the labour of man has 
been greatly abiidged, the manufactures of the 
country carried to an unrivalled perfection, and 
its commerce extended over the whole world. 
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Among these, it is impossible for a moment to 
overlook the introduction of steam as a most 
powerful agent, of almost universal application, 
and of such utility, that but for its assistance, a 
very large portion of the workmen employed in 
an extensive mineral district of this kingdom, 
would be deprived of their subsistence. 

A reference to the evidence taken before your 
Committee, will also shew with what advantage 
this power has lately been applied, in Great Bri- 
tain, to propel vessels both of burden and pas- 
sage; how much more extensively it has been 
used in America, and of what farther application 
it is certainly capable, if it may not be said to be 
even now anticipated in prospect. 

Such considerations have rendered your Com- 
mittee still more averse than when they entered 
on the inquiry, to propose to the House the 
adoption of any legislative measure, by which the 
science and ingenuity of our artists might even 
appear to be fettered or discouraged. 

But they apprehend that a consideration of 
what is due to public safety, has on several occa- 
sions established the principle, that where that 
safety may be endangered by ignorance, avarice, 
or inattention, against which individuals are un- 
able, either from the want of knowledge, or of 
the power to protect themselves, it becomes the 
duty of Parliament to interpose. 

In illustration of this principle, many instances 
might be given ; the enactments, respecting party- 



120 Steam Navigation. 

walls in building, the qualification of physicians, 
pilots, &c. the regulations . respecting stage- 
coaches, &c. seem all to be grounded upon it 
And your Committee are of opinion, that its ope- 
ration may, with at least equal propriety, be ex- 
tended to the present case, on account of the 
disastrous consequences likely to ensue from the 
explosion of the boiler of a steam engine in a 
passage-vessel, and that the causes by which such 
accidents have generally been produced, have 
neither been discoverable by the skill, nor con- 
trollable by the power of the passengers, even 
where they have been open to observation. 

Your Committee find it to be the universal opi- 
nion of all persons conversant in such subjects, 
that steam-engines of some construction may be 
applied with perfect security, even to passage- 
vessels; and they generally agree, though with 
some exceptions, that those called high-pressure 
engines, may be safely used with the precaution 
of well-constructed boilers, and properly adapted 
safety-valves; and further, a great majority of 
opinions lean to boilers of wrought iron or metal, 
in preference to cast iron. 

Your Committee, therefore, in consequence, 
have come to the following resolutions, which 
they propose to the consideration of the House : 

1. Resolved, That it appears to this Committee, 
from the evidence of several experienced engi- 
neers, examined before them, that the explosion 
in the steam-packet at Norwich, was caused not 
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only by the improper construction and materials 
of the boiler, but the safety-valve connected with 
it having been overloaded j by which the expan- 
sive force of the steam was raised to a degree of 
pressure, beyond that which the boiler was cal- 
culated to sustain. 

2. Resolved, That it appears to this Committee, 
that in the instances of similar explosions, in 
steam-packets, manufactories, and other works 
where steam-engines were employed, these acci- 
dents were attributable to one or other of the 
causes above alluded to. 

3. Resolved, That it is the opinion of this Com- 
mittee, that, for the prevention of such accidents 
in future, the means are simple and easy, and not 
likely to be attended with any inconveniences to 
the proprietors of steam-packets, nor with any 
such additional expense as can either be injurious 
to the owners, or tend to prevent the increase of 
such establishments. The means which your 
Committee would recommend, are comprised in. 
the following regulations : 

That all steam-packets carrying passengers for 
hire, should be registered at the port nearest to 
the place from or to which thc^y proceed : — That 
all boilers belonging to the engines by which such 
vessels shall be worked, should be composed of 
wrought iron or copper : — That every boiler on 
board such steam-packet should, previous to the 
packet being used for the conveyance of pas- 
sengers, be submitted to the inspection of a skil- 
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fill engineer, or other person conversant with the 
subject, who should ascertain, by atrial, the 
strength of such boiler, and should certify his 
opinion of its su^cient strength, and of the secu- 
rity with which it might be employed to the 
extent proposed : — That every such boiler should 
be provided with two sufficient safety-valves, one 
of which should be inaccessible to the engine- 
man, and the other accessible both to him and to 
the persons on board the 'packet : — That the in- 
spector shall examine such safety-valves, and 
shall certify what is the pressure at which such 
safety-valves shall open, which pressure shall not 
exceed one-third of that by which the boiler has 
been proved, nor one-sixth of that which by cal- 
culation it shall be reckoned able to sustain: — 
That a penalty shall be inflicted on any person 
placing additional weight on either of the safety, 
valves. 

4. Resolved, That the Chairman be directed to 
move the House, that leave be given to bring in 
a Bill for enforcing such regulations as may be 
necessary for the better management of steam- 
packets, and for the security of his Majesty's sub- 
jects who may be passengers therein. 



CHAPTER V. 

Cylinder and Piston^^ Condenser — Air^Pump-^ 
Barometer and Steanu Gauge — Wbrhing Beam-^ 
Parallel Motion — Counter — Sun and Planet 
WheeJr^Fly and other Modes of regulating Ve- 
locity — Boiler^^Saflsty- Valves — Furnace. 

Having taken a brief review of the early history, 
and general principle of this stupendous machine, 
it may be advisable before we proceed to a de- 
scription of the principal engines now employed, 
to examine more minutely the separate parts and 
the progressive improvements effected in each. 

The cylinder and piston being those parts of 
the engine in which the effective force is more 
immediately produced, may first claim attention. 

The piston of the atmospheric engine is gene- 
rally made of cast iron nearly fitting the inside of 
the cylinder, a circular ledge or rim being formed 
round it to receive the packing, without which 
the steam would find a passage through the inter- 
stices in the cylinder. Mr. Smeaton, who greatly 
improved the atmospheric engine, coated the 
under side of the piston with elm or beech 
planks about two inches and a quarter thick ; the 
wooden bottom being screwed to the iron with a 
double thickness of flannel and tar, to exclude the 
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air between the inm and the wood. By the 
adoptiOD of this i mp t oic mqit its property of con- 
dnctii^ heat was reduced, and the wood having 
been previously jointed with die grain radiating 
in aD directions firom the irentre, was not liable to 
e^and by the heated steam. This [oston was 
kept air.tigfai b^ a snuH stram ofwiter contj- 
muSij fidling <in its iq^per sorfiice; but in Mr. 
"Watt's engine he was compdled to cfifect this by 
improving the fitting of the piston, the old mode 
being inadmissiUe. It is now cast with a pro- 
jecting rim at bottmn, which is fitted as acca^ 
ratdy to the cylinder as it can be» to kave it at 
fiiU liberty to rise and fiU through the whole 
length. The part of the pistim above the rim is 
about two inches less all round than the cylinder, 
to leave a circular groove fiur the hemp which 
forms the packing. To keep this in its place, a 
lid or cover is put over the top of the piston, with 
a ring or projecting part, which enters into the 
circular groove for the packing, and pressing 
upon it the plate is forced down by screws, which 
work into the body of the piston. By this means 
the packing is made to fill the diameter of the 
cylinder with tolerable accuracy, and to prevent 
for a time any steam passing between the piston 
and the cylinder. When, however, by continued 
working the piston became too easy, and so occa- 
sioned a waste of steam, it was found necessary 
to take off the top of the cylinder to get at the 
screws, even when fresh hemp or packing was not 
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wanted, and this operation being attended with 
considerable labour, was seldom resorted to by 
the engine-man till a great waste of steam had 
taken place. By an improvement on this piston 
introduced by Mr. Woolf, this is now effected 
without taking off the cylinder cover, except, 
indeed, when new packing is required. 

To accomplish this, Mr. Woolf fastens on the 
head of each of the screws a small cog-wheel or 
nut, and these are all connected together by 
means of a central wheel working loose upon the 
piston-rod in such a manner, that if any one of 
the screws be turned a similar motion is given to 
the remainder, a cap being provided in the upper 
end of the cylinder screwed down by bolts to 
make it steam tight. In a piston thus con- 
structed, there is little difficulty in drawing down 
the packing, by applying a key to the square head 
of the projecting screw employed to communicate 
with the rest; Another method contrived by 
Mr. Woolf for the smaller pistons differs but little 
from the preceding in construction^ Instead of 
having several screws all worked down by one 
motion, there is in this but one screw, and that 
one cut upon the piston* rod itself; on this is 
placed a wheel, the centre of which is furnished 
with a female screw, which is forced down by 
means of a pinion furnished with a square pro- 
jecting head turned in a similar manner to the 
preceding. 

For high-pressure engines, however, the metallic 
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piston invented by Mr. Cartwright h9& the most de« 
<:ided preference. This not only saves the trouble 
and expense of packing, which must be frequently 
renewed in all other engines, but also a great deal 
of steam, on account of the more accurate man- , 
ner in which it is made to fit the cylinder j this is 
efiected in the following manner : Two metal 
rings are accurately ground into the cylinder, so 
that no steam can pass between their exterior sur- 
face and the inside of the cylinder, their upper 
and under sides are also ground perfectly flat, and 
applied one upon the other. On the upper ring 
is placed a plate of metal, rather smaller in diame- 
ter than the cylinder, while a similar flat plate is 
placed below the under ring, both of which, with 
the rings between, are attached firmly to each 
other by means of the piston-rod passing through 
them. 

A shell being thus formed, the rings are each of 
them cut into three pieces, and in cutting them, 
such a portion of the metal is taken away as to 
leave room to introduce between two of the pieces, 
a spring in form of the letter V, the open end of 
which is placed outwards, almost close to the cir- 
cumference ; by which means the two pieces 
against which the two sides of the spring act, are 
pressed in the direction of the circumference, 
against the ends of the third piece, so that the 
three pieces are thus kept so uniformly in contact 
with the cylinder, that the longer the machine is 
worked, the better the rings must fit. To prevent 
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steam passing through the cuts in the lower rings, 
the solid parts in those upon the upper side, are 
made to fall upon the divisions and springs of the 
under ones, thus interrupting the communication 
that would otherwise remain open, and forming a 
perfect break-joint. The interior surface of the 
cylinder in which the piston works, requires to be 
bored with the greatest exactness, though this was 
but little attended to in the early atmospheric en- 
gines, some of them being composed of timber 
hooped together in the same manner as barrels are 
constructed. Mr. Watt, in his first attempts at 
improving the steam engine, employed this mate- 
rial in the construction of his cylinders, though he 
afterwards abandoned it for those of bored metal j 
the operation of boring being performed with the 
greatest precision, by an apparatus invented by 
Mr. Wilkinson*. 

Mr. Murray has also effected considerable im- 
provements in this part of the engine, and the 
boring machines employed in his manufactory are 
of considerable value. They are worked by a 
separate steam engine, which is never stopped 
during the operation, as in that case a shoulder or 
ring would be formed, running completely round 
the cylinder. 

In small engines, it is common to place the cy- 
linder within the boiler, in which case no artificial 



* For a description of Mr. Wilkinson's patent cylinder appa- 
ratus^ see Appendix, A. 
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mode of retaining the heat is required ; but to 
this arrangement in those of larger dimensions 
there are several objections, not the least of which 
is the frequent repairs that are necessary in the 
boiler ; and a similar effect has been produced by 
the use of a double cylinder. This was first 
adopted by Messrs. Boulton and Watt, the outer 
cylinder or steam-jacket keeping the inner cy- 
linder at the temperature of boiling water, by the 
action of a partition of steam made to pass be- 
tween the jacket and the working cylinder. 

We have already stated, that Mr. Watt's great 
improvement consisted in condensing the steam 
in a separate vessel where a vacuum was formed 
by the continued application of cold water. A 
metal box constructed for this purpose, and fur- 
nished with a pump for drawing off the water and 
air, is called a condenser. It is necessary that the 
parts appropriated to this purpose should be kept 
as cold as possible; and upon this account the 
air-pump and condenser are placed in a cistern of 
cold water, which is kept full by the continued 
action of a pump, also worked by the engine, and 
called the cold water pump, a little being allowed 
to pass off continually to preserve the water at an 
equable temperature. 

The air-pump and condenser are usually of the 
same size ; if of one-eighth, the capacity of the 
working cylinder, it will be found suflScient to 
keep the condenser empty in Mr. Watt's single 
engine. The best proportion for a double action 
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engine is about two*thirds the diameter of the 
cyKnder and half the length of stroke, the con- 
denser, as in the single engine, being of similar 
capacity. 

In Mr. Maudslay's portable engine the con- 
denser is an hollow cylinder, and the air-pump is 
placed within it, so that there is no necessity for 
a pipe of communicatipn from the air-pump to 
the condenser ^ and in this case a small cistern is 
fixed over the pump to contain the hot water, the 
discharge-valves being placed in the lid, which 
thus forms the bottom of the cistern or hot well. 

In the early engines, on Messrs. Boulton and 
Watt's construction, the air-pump and condensing- 
cistern were placed at the outer end of the beam j 
in which case the pump-bucket being drawn up 
by the descent of the piston, the engine required' 
less counter-weight than in the present form, in 
which the air-pump must be wholly worked by 
the counter-weight. It was necessary also, that 
the parts appropriated to the condensation of 
steam should be kept as cold as possible ; on which 
account, the air-pump and condenser were placed 
in a cistern of cold water, which being conti- 
nually on the overflow, carried ofl^ the excess of 
heat. 

The mode of condensing by outward cold, was 
not however found sufficient; and Mr. Watt 
afterwards introduced a small jet of water, the 
dimensions of the air-pump being so far increased, 

K 
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ad to extract the injectioii'^ater as well as the 
air. 

To shew the degree of vacuum in the con- 
denser, and consequently the amount of pressure 
on the piston, a baromet^-gaiige has been em- 
ployed. This is justly considered as a most im- 
portant instrument, though unfortunately for the 
profit of steam engine proprietors but little at- 
tended to. This gauge is in fact a common baro- 
meter tube, of thirty inches in length, with ia 
graduated scale, and connected with the con- 
denser by a small tube furnished with a stop-cock. 
When the air is expelled from the cylinder this 
must be closed, otherwise the steam entering the 
tube would blow the mercury from the cup. On 
the cock being turned, and the communication 
opened with the condenser, the exact degree of 
vacuum will be shewn by the height of the mer- 
curial column, which, if the condensation be not 
complete, or air be admitted, will descend, and 
on the contrary, if perfect, it will ascend, as in 
the Torricellian tube. 

The steam-gauge employed by Mr. Watt, con- 
sists of an inverted syphon or bent tube of glass 
or iron, one leg of which is jointed to the steam- 
pipe, while the other is open to the atmosphere. 
A quantity of mercury being poured into the 
tube, it will occupy the lower or bent part, and 
the surface of the fluid metal in one leg being ex- 
posed to the pressure of the steam, while the ex- 
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ternal air acts upon the other, it is evident that 
the difference of level of the two surfaces will ex- 
press the pressure of the steam in the height of 
the mercurial column passing up the graduated 
tube. 

This gauge is just the reverse of the preceding ; 
the^ barometer shewing the pressure of the atmos- 
phere on a given space of the piston, while the 
steam-guage indicates the force of elastic vapour 
entering from the boiler. It is the duty of the 
fire-man frequently to look at this gauge, that he 
may know when to increase the fire in the fur- 
nace, and thus a sufficient supply of steam will 
always be secured to the engine^ 

In the early atmospheric engines, the working- 
beam was composed of a large and almost un- 
hewn tree ; but Mr. Smeaton employed a framing 
of wood for this purpose, which was afterwards 
much simplified and improved by Mr. Horn- 
blower. 

In double-acting engines it is usual to have the 
beam cast in one piece, the extremities being 
turned in a lathe to form cylindrical pins, upon 
•which are fitted sockets or pieces; having other 
pins projecting from them to form the points of 
the parallel- motion and connecting-rod. Thus, 
there is one pin on each side of the socket, the two 
links of the parallel-motion being fitted to the two ' 
projecting pins at one end, while the double joint 
of the connecting-rod is fitted on the two pins at 
the other end of the beam. The advantage of 

K2 
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this constnictiaD is, that the joints at the ends of 
the beam become universal joints^ having liberty 
of motion in all directions ; and in some of Mr. 
Idurrajr's best engines, the same contrivance is 
applied to the crank-pin and connecting-rod. 

The two great links of the parallel-motion, are 
each composed of a strap or loop of iron^ bent so 
as to ^ form a double link, in the upper bend d* 
which are two sod^ets for the pivots at the end of 
the beam, and at the lower end are two others, 
for the pivots which prefect on each side of the 
piston-rod socket. The brasses of this joint are 
held in by wedges, put through the two links at 
the lower end, which, on being driven inwards, 
tighten the fittings at pleasure. 

To ascertain the number of strokes made by 
the engine in a given time, a simple apparatus 
was contrived by Mr. Watt, called a counter. 
This is in some cases attached to the beam, each 
stroke moving one tooth, and the index hand 
shews how many strokes have been made in a 
given time ; and by comparing this register with 
the diameter of the piston and the barometer- 
gauge, the exact power of the engine is accu- 
rately shewn. 

The fly-wheel has justly been considered one 
of the most important and valuable parts of the 
steam-engine : when combined with the crank, it 
is employed to convert a reciprocating into a 
rotatory motion. If of moderate size, it should 
be cast in one piece of metal; this, however, 
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cannot often be accompliiihed from its great 
weight, the fly-wheel of a large engine frequently 
exceeding ten tons. When of this size, the ring 
is usually cast in six pieces, of about a ton each, 
and connected by wrought-iron bolts; but a 
method has lately been introduced in large en- 
gines, of substituting the dove-tail for that mode 
of connecting the parts. In i^i^>case the arms 
are fastened into the ring, and the segments of 
the ring fastened together by a system of dove- 
tails, which admit of being put together only in 
one direction, which is contrary to that in which 
the centrifugal force acts. It is a great object in 
constructing fly-wheels, to choose that form which 
offers the least possible resistance to the me^ 
dium through which it revolves, and on this ac- 
count the ring should be smooth and truly cii> 
cular ; the radii being made with a thin edge io 
the air. It is also necessary that the varioKis 
pieces connected with the fly, should be cast in 
the most solid manner, as the centrifugal force: of 
so large a mass frequently moving at the rate of 
more than three hundred feet per second, would, 
in the event of any part flying ofi^ be productive 
of the most fatal > consequences. : - 1 

Messrs. Murray and Wood form the liidiatitig 
arms or cross bars of an elliptic figure, the nar- 
rowest edge meeting the air; and to these eminent 
engineers we are indebted for the following rule 
for proportioning the fly-wheel of the steam en* 
gine. Multiply the number of horse power of the 
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engine by 9000, and divide it by the square of 
the intend^velpcity of the cireumference of the 
fly-wh^el^Mnbunared-weights. Of this rule Mr. 
Buchanan furnishes an example: to find the 
weight of a fly-wheel proper for an engine of 
twenty horses* power, supposing the fly-wheel to 
be 18 feet ijvdiameter, and to make 22 revo- 
lutions per MMM : wheel 1 8 feet diameter s= 56 
feet circumference ; x 92 revolutions per minute 
s 1232 feet motion per minute h- 60 = 2(K feet 

motion per second for the motion of the circum* 

•re- 
ference of the fly-wheel. Then 90i feet per mm 



squared, = 420;-, and twenty horses' power 
X 2000 = 40000 •♦- 420^ = 90-4 cwt. of the 
wheel required. 

In addition however to this mode of regulating 
the velocity of the steam engine, a variety of 
plans have been suggested for equalizing the ad- 
mission of steam ; the most simple of which is by 
means of a handle connected with the throttle- 
valve. This is a thin circular vane placed in the 
steam pipe, turning on a pivot across its centre, 
which comes through the pipe, and has a small 
handle fixed on the end of it, by turning which, 
the passage is opened or shut. When the vane is 
set, so that its plane is perpendicular to the axis 
of the pipe, it nearly fills the circular passage, and 
allows very little steam, if any, to pass by it; but 
when the vane is turned edgeways, it presents a 
very small surface, and leaves the passage nearly 
open; so that by thus turning the handle, the 
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attendant can at any lime regulate the speed of 
the engine* 

The governor or double pendulum, is also em- 
ployed for this purpose. This consists of two 
balls, suspended by joints projecting from a ver- 
tical axis, which being caused to revolve by the 
machine to which it is t^onnected, will increase 
the diameter of the path described by the balls 
with the increasing speed of the machine ; or, in 
other words, their centrifugal force will cause 
them to fly off from the arbor in a degree pro- 
portionate to the velocity of the machine ; and 
this motion is made to actuate the lever con- 
nected with the valve, which admits the steam 
from the boiler to the cylinder. 

Another method, is to have the small pump 
worked by the engine, and raising up water into 
a cistern, from which it runs out again in a con- 
stant stream. By this means the water will ac- 
cumulate, and rise in the cistern, if the engine 
work rapidly, so as to pump more water into the 
cistern than will flow out of it in the same time ; 
and, on the contrary, the surface of the water will 
sink in the cistern, if the engine work slowly, 
and a float being in the cistern, and connected 
with a wire to the throttle-valve, a proportionate 
efiect will be produced on the engine.* 



* The patent regulator invented by Mr. Job Rider^ is de- 
scribed in Appendix^ A. 
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The only materials tliat have hitherto been 
employed in the constnicticm of steam-engine 
boilers, are iron, copper, wood, and stone. The 
latter of these was introduced bj Mr. Brindley, 
who, in 1756, erected a steam engine near New- 
castle-under-Lyne with alxnler of this description. 
It was composed of brick and stone firmly ce- 
mented together, and the water was heated by 
iron flues passing in various directions. An ad- 
mirable cement for this qpecies of boiler may be 
formed of boiled linseed oil, litharge, and red 
. and white lead mixed together to a proper con- 
sistence,^and then applied as a species of mortar 
to the stones. If the joints be properly filled, a 
cistern thus-constnicted wiU never leak, nor want 
any very considerable repair. 

Savery's boilers were of copper, and contained 
about five or six gallons of water ; and the Mar- 
quis of Worcester states, that he employed " a 
piece of a whole cannon" for that purpose. 

The atmospheric-engine, constructed by New- 
coman, was provided with a boiler of considerable 
dimensions, composed of wrought-iron plates, the 
upper part being of an hemispherical form to 
resist the elasticity of the steam ; and it is of con- 
siderable importance that this part of the boiler 
be accurately proportioned to the power of the 
engine. If the boiler-top be too small, it requires 
the steam to be heated to a greater degree to in- 
crease its elastic force suflBciently to work the 
engine, and then the condensation on entering 
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the cylinder will be greater. If the top contain 
eight or ten tim^ the quantity of steam used at 
each stroke, it will require no more fire to pre- 
serve its elasticity than is sufficient to keep the 
water in a proper state of boiling ; this^ there* 
fore, may be considered as the most eligible sizCi 

Wooden boilers have as yet we believe been 
exclusively confined to America. They were in- 
troduced by Mr. Anderson and Chancellor Li- 
vingston. The merits of this boiler are, economy 
in construction, and a very material saving in 
fuel ; the latter of which advantages will be rea- 
dily seen from the circumstance, that wood is a 
bad conductor of heat, while metal is one of the 
best. That there is a great saving in the employ- 
ment of this species of boiler where wood is cheap 
is sufficiently evident; that part, however, which 
is above the water, and consequently exposed to 
the action of the steam, speedily decays, and the 
elastic vapour passes through the joints. This, 
however, might be remedied > by coating the in- 
ternal surface with thin metal, which might rea- 
dily be connected with the furnace and flue, so as 
to make the whole boiler steam-tight. 

The boiler of Messrs. Boulton and Watt's en- 
gine is so placed as to receive the greatest pos- 
sible degree of heat, the flame passing through a 
long flue which twice encircles the lower part. 
This is kept constantly supplied with water, td 
repair the waste of evaporation by medns of a 
pump communicating with tfie hot-well ; and as it 
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18 necessary that this should always be preserved 
at the same level, the feed-pipe is closed by a 
valve in the bottom of the cistern, which prevents 
the water running down into the boiler until its 
level subside, and shews that it requires reple- 
nishing. To know the exact height of the water 
in the boiler, two cocks are mosrtly employed ; one 
of which is carried below the requisite water-mark, 
and the other stands a little above the desired 
point If water should issue from both cocks, 
the supply has not been sufficient, and more must 
be admitted ; but if, on the contrary, water pro- 
ceed from the one cock and steam from the 
other, it may then be considered about the pro- 
per level. 

The patent boiler employed by Mr. Woolf, is 
different from that commonly used in engines 
which work with steam of a low pressure, the 
water being contained in several cylindrical tubes 
of cast iron which are exposed to the heat of the 
furnace nearly in an horizontal position. In the 
employment of this kind of boiler care should be 
taken that the flame and heated air be made to 
come completely in contact with the iron tubes of 
which it is composed, and so as to give out the 
least possible portion of heat previous to reaching 
the chimney. 

This mode of raising steam of great elasticity, 
by exposing a large surface in a number of heated 
tubes, does not appear to have originated with 
Mr, Woolf, it having been proposed by Mr. 
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Blakey in a small tract which he published in 
Holland as fiir back as 1?'76. It appears, how- 
ever, that Blakey's tubes were to be placed over 
each other upon the same principle as the ole- 
fient gas-retorts, and the water passing down 
the heated pipes, was thus readily converted into 
steam. 

The high-pressure boiler, employed Mr. Tre- 
vithick, is supplied with water previously heated 
in a separate vessel, by a small force-pump worked 
by the engine. In some of the improved engines, 
however, another and more ingenious mode had 
been adopted, the water being driven in by the 
action of a volume of highly expansive steam. 

Among the provisions made for the security of 
the high-pressure boiler, we may enumerate the 
soft metal plug and double safety-valve. The 
former of these contrivances is calculated to pre- 
vent the boiler being burst by the sudden intro- 
duction of water, when it has been allowed by 
carelessness to boil dry, and become red hot} and 
by the employment of two safety-valves placed 
in different parts of the boiler, the chance of ac« 
cident is diminished at least one half, while the 
effect of the engine is in no shape impaired. 

The greater part of the boilers employed in 
American steam-navigation are of wrought iron, 
and are usually more than a quarter of an inch in 
thickness, of a cylindrical form, and about thirty 
inches in diameter, with a cast-iron end about 
two inches thick j and the testimony of expe- 
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rienced engioeers bodi in this coimtfy and Ame- 
jica, has inwiaUy shewn, that such a species of 
bcnler, when old and thin by long wear, has gene- 
rally given way by a small rent or fissure through 
which the steam escapes, gradually taking off the 
internal pressure, and thus securing the pas- 
sengers adjacent from the dreadful consequences 
which have frequently resulted from the explosion 
of cast-iron boilers similarly constructed.* 

The safety-valve being an object of considerable 
importance, both as regards the utility of the en- 
gine, and the preservation of those connected 
with its management, much attention has been 
given to its construction, and to this highly useful 
appendage we would particularly call the reiader's 
attention. 

The first engine that was made by Captain Sa- 
very had a steel-yard safety-valve, to let the steam 
fly off when it arrived at a dangerous degree of 
elasticity. The following figure will furnish a 
sufficiently accurate idea of this simple apparatus. 
A, the top of the boiler ; B, the safety-valve or 
plug made to fit air tight in the tube or valve- 
seat beneath j C, the lever working on an axis at 
D, and furnished with a moveable weight, E, 
adjusted to balance the pressure of the steam. 



* In those boilers that are constantly employed Ttrith sea- 
water, a great accumulation of salt takes place 5 it is therefore 
necessary for ships which perform long voyages to be provided 
with two boilers, each of which should be capable of supplying 
the engine wi^ the necessary quantity of steam. 
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When steam of considerable elasticity is required^ 
the weight is placed at the extremity of the 
lever, and as -such acts with greater force on the 
safety-valve than when removed to a point nearer 
to the axis on which it revolves* So that should 
low-pressure steam be required^ it will only be 
necessary to remove it nearer the axis or centre, 
and vice versa. 



T^ 



The lever and balance-ball which form this ap- 
paratus, would at all times be elFectual were they 
not liable to be fostened by the corrosive nature 
of the materials of which the valve is composed* 
and, what is worse* their pressure altered by the 
addition of more weight. This, however* as too 
frequent experience has shewn, is contiaually the 
case, the engineer having more regard for the 
full performance of his machine than for his own 
safety or life; and to the overloading of this 
valve, these accidents may be princip^y attri> 
buted. 

To prevent a recurrence of those accidents 
which first drew the attention of the legislature 
to this important part of the engine, and to which 
we have already referred, under the head of steam 
navigation, it appeal^ advisable to inclose the 
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wfety-nlve in an iRm box, and so pot it beyond 
the contnrf of tbe ei^ne-iiun. 

The Annexed %ure represents an inaccessible 
safety-valve, calculated to answer all tbe purposes 
Ux which it is intended, namely, tbe preservatioD 
of those employed in the ndghboaihood of tbe 
boiler, and econcMsy in the use of steam. 



In this, as in the preceding diagram, A repre- 
sents the boiler, and B tbe safety-valve, furnished 
with a small upright staff, on which slide tbe ad- 
ditional weights CCC. Tbe whole is inclosed in 
a box D, pierced with holes to allow the steam to 
escape after it has raised the valve B. 

Should high-pressure steatn be wanted, it is 
necessary only to increase the number of weights, 
and the desired effect is produced; or if, on 
the contrary, steam of the usual atmospheric 
pressure be wanted, the whole of the weights are 
taken off. 

The safety-valve invented by the Chevalier 
Edelcrantz, has nearly the same properties as that 
employed by Mr. Woolf It consists of a small 
brass cylinder which is fixed on the boiler, and 
fitted with a piston made to descend with its own 
weight when raised by the pressure of the steam. 
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The lower part of the cylinder being made to 
communicate with the boiler ; the upper part is 
closed by a small cover screwed on to it, and per- 
forated with a hole, through which the piston-rod 
passes freely, which serves the double piu^pose of 
keeping the piston perpendicular, and preventing 
it being blown out. The sides of the cylinder are 
pierced with a number of small holes, placed in 
succession at a short distance above each other, 
so that the open space for the steam to escape, in- 
creases with the height of the valve, and is ulti- 
mately enlarged so as to prevent any danger of 
explosion. The piston-rod is also furnished with 
a number of weights, fitting loosely on a small 
shoulder, similar to those employed in the com- 
mon hydrometer ; and these may be removed or 
increased at pleasure. 

Another advantage likely to result from the 
adoption of this safety-valve is, the facility with 
which it may be employed to regulate the fire of 
the steam-engine furnace to the intensity of the 
elastic vapour required. This may readily be ef- 
fected by a register pressing on the top of the 
safety-piston, and connected with the apertures 
for the admission of air, which, by increasing or 
decreasing the supply of oxygen, will have a pro- 
portionate result on the steam generated in the 
boiler, and consequently efiect a considerable 
saving in the expenditure of fuel. 

Another safety-valve, opening internally, has, we 
believe, also been added by Messrs. Boulton and 
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Watt. This is of great utility, more particularly 
in large engines, as it prevents the sides of the 
boiler being crushed in by the sudden intro- 
duction of water, or any artificial condensation 
that may take place from reducing the heat of 
the boiler-head. 



CHAPTER VI. 

Saven/s Engine improved by Ponlifex. — Atmo- 
spheric Engine. — Single-acting Engine, hy BouU 
ton and fVdtt. — Murray and Woods Engine. — 
High-pressure Engine.^-^Woolf's Douhle^lin* 
der Expansion Engine. — Maudslay^s Portable 
Engine,^Masterman*s Rotatory Engine.-^Smoke" 
consuming Furnaces. 

The Engine invented by Savery, and improved by 
Pontifex, possesses considerable advantages over 
the Marquis of Worcester's apparatus, and it is 
probable that the extreme simplicity of this engine 
will, when better known, bring it into more gene- 
ral use. With this view we have selected it as 
the subject of our first plate, in preference to the 
original engine, the pHnciple of which has beea 
already very fully e^p^ained. The apparatus we 
are about to describe^ has lately been erected at 
the City Gas Works^ 

Plate I. Fig. 1 . and 2. represent front and side ele- 
vations of the cylinders, and connecting apparatus. 

Fig. 3. Back view, with section through the 
cistern and buckets. 
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Fig. 4. and 5. Vertical and horizontal sections ; 
the latter commencing at the dotted line a a. Fig. 1 . 
Fig. 6. and 7. Side and end view of the 
waggon boiler. 

b.b. Fig. 1. Two steam cylinders connected by 
cross tubes at c c, in each of which a vacuum is 
alternately formed by the condensation of elastic 
vapour, conducted from the boiler by the bent- 
tube df and admitted to the steam-cylinders by 
means of the sliding- valve e. 

/./. Fig. 4. Two tubes perforated with small 
holes for the admission of steam and injection wa- 
ter, the latter of which is distributed by idling on 
the strap g. 

h. The suction-pipe proceeding to the bottom 
of the well, which in no case ought to exceed 
from twenty-eight to thirty feet in depth ; so that 
a vacuum being formed in the copper vessels 6 ft, 
the water will be raised by the pressure of the at- 
mosphere, and passing up the tube h will take the 
place of the elastic vapour. 

i. L Two valves placed at the upper end of the 
suction-pipe A, which allow ef the upp e r pas- 
sage of the water from the well, but prevent its 
return. 

j.j. Two similar valves opening into the air- 
vessel A", to which is attached the nozzle /, serving 
to convey the water from the copper vessels to 
any required point. 

m. The injection tube, furnished with a valve 
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at 0, and intended to convey water from the box 
w, to the taper tubes//! 

p. Stop-cock to regulate the supply of condens- 
ing water. 

q. Tube passing from the bottom of the cistern 
n^ to the injection-tube m^ and furnished with a 
stop-cock at s: 

The quantity of water in the cistern r is regu- 
lated by a floating valve /, which in Fig. 3. is re- 
presented immediately over the pipe ?, so that the 
valve is opened whenever the water rises beyond 
the required depth. 

u. u. Two tubes communicating with the back 
part of the chambers nn, and the inverted vessels 
V Vj each tube being furnished with a valve at w 
to admit the water from the chamber to the buck- 

GlS vC 00 f 

x.w. Two buckets suspended by rods, and a 
chain passing over the wheel 2, which is fixed 
on the end of the axis 3, and supported by a 
bracket 4. From the other end of the axis 3 
projects an arm 6 provided with a stud T. 

9. A horizont^ axis turning in a stuffing-box 
at 10, on one end of which is ^ed a pinion 11, 
which serves to give motion to the sliding-valve e. 

To put this engine in action, the steam must be 
first raised to the boiling point, and the valve or 
cock opened) which admits it to pass from the 
boiler to the pipe d. One of the buckets must 
now be made to diescend, which will open the 

l2 



i 



14& General Description. 

sliding-valve e^ and admit the steam into the 
cylinder A, 1. The atmospheric air, which will 
thus be expelled from the cylinder, is allowed to 
pass through the valve j and nozzle /• The other 
bucket must then be depressed, and by its action 
upon the sliding-valve it will open a communica- 
tion for the injection water through the pipe q f , 
which passing down the perforated tube f will 
immediately condense the steam, and form a va- 
cuum in the vessel. The whole pressure of thq 
atmosphere being now removed from the suction 
pipe A, the water will rush up to restore the equili- 
brium, and the vessel % being filled will furnish a 
supply at the bent^^tube /• 

Having examined the action of one-half of the 
apparatus, we may suppose the same effect to be 
produced on the opposite side. The steam will, 
in the first instance, be admitted by the pipe c, and 
a communication afterwards opened by means of 
the sliding-valve with the condensing water, which 
by reducing the steam to its original bulk will form 
a vacuum, and the water will again ascend as in 
the first vessel. 

The stop-cock j/ must now be opened, and the 
bucket a; first described made to descend, which 
will remove the sliding-valve e to Its original 
position, and admit the steam to the upper part of 
the first vessel, which will depress the water, and 
cause it to flow through the valvej and nozzle /, 
while at the same time the water will pass through 
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the tube u u, in which the valve w is inserted be^ 
neath the inverted vessel v. The water will con- 
tinue to enter the bucket «r till its increasing 
weight causes it to preponderate, and turn the 
sliding-valve e in the opposite direction. 

Should there'not be a sufficient supply of water 
in the cistern r r for the purpose of condensing 
the steam in the large vessels, the stop«cock p 
must be opened, and an additional supply of water 
will then be furnished from the chambers n n by 
the tube m, and in the event of the bucket not be^^ 
ing depressed at the instant that the water is ex- 
pelled from the chamber n of the vessel J, the 
steam will pass through the tube u ti, and act. be- 
tween the under side of the fixed inverted vessel 
Vy and the surface of the water in the moveable 
bucket Sj the descent of the bucket being accele- 
rated by the repellant force of the steam, so that 
by the alternate action of the buckets s w^ the 
motion of the engine is rendered continuous. 

It appears that each steam-vessel in the engine 
employed at the City Gas Works, contains about 
thirty-six gallons of water, which is raised about 
twenty-eight feet three times every two minutes ; 
one bushel of coals, or two of coke, serving the 
boiler abdut two hours and three-quarters. 

The Atmospheric Steam-engine^ which is next in 
the order of invention, is now but little employed ; 
indeed, if we except the mining districts where it 
is occasionally seen connected with the pumps for 
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raUiog water, this species of engine is of vtry 
nre occnrrence. The great merit of Newcomen's 
engine consisted, as we have already seen^ in 
separating the parts in which the steam was to 
act, from those in which the water was to be raised; 
steam being employed merely for the purpose of 
displacing the air, and then forming a vacuum 
by condensation. 

In this engine, steam of moderate expansive 
force is generated in the boiler a, Plate II. by the 
action of the fire in the furnace b. 

c.^The steam-pipe, through which the elastic 
vapour passes to the cylinder d. 

d. The cylinder, furnished with a plug or piston, 
made to fit air-tight by means of a packing of hemp 
or any other elastic material. 

e. Thepiston, connected with the working-beam 
/by means of a flexible chain and rod. 

/. The working-beam, or lever, supported on 
the axis g. 

h. The pump-rod, by the alternate elevation 
and depression of which the water is raised to any 
required height. 

i. Injection-pipe, connected with the cold wa- 
ter cistern at A, and furnished with a small branch 
pipe /, to supply the upper side of the piston 
with water. 

w. Eduction-pipe, furnished with a valve at w, 
to prevent the return of the water from the hot* 
well o. • 
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p. Waste-pipe, to conduct the superfluous water 
from the top of the cylinder to the hot- welL 

q. Injection and steam-cocks, alternately open- 
ed and shut by the plug-frame r, so that when 
the steam-pipe c is open to the. cylinder, the con- 
nection with the injection cistern is closed, and 
vice versa. 

s. The feeding-pipe, to supply the boiler with 
water, furnished with a cock at L 

V. The snifting-valve, by wliich, at every ascent 
of the piston, the air extricated from the condens- 
ing water is driven out by the pressure of the 
steam. 

u. u. Two gauge-cocks, connected with pipes 
passing into the boiler, the one longer than the 
other, to ascertain the depth of water.^ Should one 
of these furnish steam and the other water, the 
latter may be considered at the required height* 
But if on the contrary both give steam, or both 
water, it id too high or too low. 

w. Forcing-putnp, worked by the main beam, 
for the supply of the injection-cistern, with which 
it communicates by means of the pipe x x. 

When the atmospheric engine is set to work, 
the boiler must be filled rather more than half full 
of water, and the steam having attained a pressure 
of about one pound on each square inch of the 
boiler, the pump-rods will preponderate, and the 
piston .be drawn to the top. of the cylinder. In a 
few moments the elastic vapour will be seen to 
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issue from the snifting-valve v, and the communi- 
cation with the boiler being then closed, the injec- 
tion water must be admitted, which condenses the 
steam, and of course forms a vacuum beneath the 
piston. The downward pressure of the atmo- 
sphere being now unbalanced by any resisting me- 
dium beneath, acts upon the piston with a foi'ce 
proportioned to its diameter, and it is made to 
descend with considerable velocity, at the same 
time raising the pump-rods k w connected with 
the opposite end of the beam. 

In adjusting the working beam, it is necessary 
to allow the end connected with the pump-rods to 
preponderate, and this is accomplished by means 
of a moveable counter-weight* When an engine 
is erected on a mine, where the depth of the shaft 
is continually increasing, the quantity of water 
first lifted by the pumps being small, the engine 
must work slow, and the counter-weight be in 
proportion, allowance being made for the light- 
ness of the pump-rods, which increase in weight 
with the progress of the mine. In the early stages, 
however, the injection must be very sparingly ap- 
plied, so as to condense imperfectly within the 
cylinder, or the piston will descend with such ve- 
locity as to destroy the whole apparatus. 

The boiler of Newcomen's engine was placed 
immediately beneath the cylinder ; but this ar- 
rangement has, in the later engines, been materi- 
ally improved ; the boiler being now detached 
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from the engine-room ; and by this plan a consider* 
able saving id the height of the engine-house is 
also effected^ 

We have already stated that Mr. Watt's great 
improvement consisted in condensing the steam 
in a separate vessel : the internal part of the 
cylindei" being kept at the temperature of boiling 
water, so that the continued waste of steam, and 
consequently of fuel, that occurred by forming a 
vacuum beneath the piston Jn the atmospheric 
engine, was in this case avoided^ 

The nature of this improvement will be best un* 
derstood by reference to the Single^aciing Engine, 
that forms the subject otPlatellL in which arepre- 
sents the boiler^ enclosed in a casing of brick work. 

b. The steam*pipe, connecting the cylinder xr 
with the boiler. 

c. The cylinder, firmly attached to the floor of 
the engine-room by the bolts d d^ and having its 
upper end enclosed hy the cajJ e, through which 
the piston-rod is made to work air-tight. 

f.g. The beam, working on its axis or fulcrum 
at h^ the socket in which the axis revolves resting 
on the floor and wall i. 

j. The pump-rod, suspended at the end g of 
the working-beam. 

At. The piston-rod, connected by the parallel 
motion at / with the working-beam fg. 

m. The condensing cistern, containing the air- 
pump II, the condenser, and hot-well o : a con- 
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tinued supply of water being procured by the 
action of the cold water pump p, while the over- 
flow is carried oflF by a waste pipe to the well q^ so 
that nearly the whole of the external part of the 
apparatus is kept at the same temperature as the 
surrounding atmosphere. 

r. and s. The upper and lower steam-valves. 

/. The exhaustion-valve. 

t;. The plug-beam, furnished with pins to give 
motion to the levers acting on the valve? rs t. 

u. Pump, to raise water from the hot- well o to 
supply the boiler, which is effected by the pipe w 
Wj the small cistern x being provided with a valve 
and lever furnished with a wire passing down to 
the boiler at y. The lower end of the wire is atr 
tached to a weight, which by its descent opens the 
steel-yard valve, and allows the admission of an 
additional supply of water when evaporation ren- 
ders it necessary. 

z. The man-hole, or aperture, formed in the 
top of the boiler, by opening the cap of which the 
necessary clearing and repairs are effected. 

The single-acting engine (to which we have 
thus briefly referred) is merely employed to raise 
water ; the steam acting above the piston, while a 
vacuum is formed beneath. A more minute de- 
scription of the very compact double-acting engine 
of Messrs. Eenton, Murray, and Wood, will best 
serve to explain the internal mechanism and 
mode of working one of these gigantic machines. 
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Before^ however^ we proceed to an examination 
of its internal mechanism, it may be advisable to 
take a brief view of the general arrangement of 
its parts as exhibited in an engine of twenty-horse 
power erected at Leeds. 

Plate IV. AAA. Foundation walls and masonry 
of the building on which the engine is erected. 

B. The steam-cylinder, enclosed in a jacket or 
casing of cast iron, to exclude the atmospheric air 
from the cylinder, which is thus kept at the tenv 
perature of boiling water. 

CC. The pipe which conducts the steam from 
the boiler to the valve-tube DD. 

E£). The eduction-pipe leading to the con«t 
denser F. 

G. The air-pump, which with the condenser F 
is immersed in the cold water cistern H. 

I. The cold water pump, which supplies the 
cistern H by the pipe J. 

K. The hot water pump, furnished with the 
piston-rod P, the upper part of which is connect- 
ed with the working-beam at Q, so that at each 
elevatioa of the beam a quantity of hot water is 
furni^hedtQ supply the wastejby evaporation. 

L. The piston-rod, connected with the parallel 
motion MM. 

NQ« Two rods, attached to the o ppQoite wsiAa 
ef4be working-beam, .and connected with the air 
and cold water pumps. 16. 

Q. The working-beam, supported by the cast- 
iron column R. , ; 
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B. The connecting-rod, the lower part of which 
18 attached to the crank T, while the other is ele* 
vated or depressed by the alternate motion of the 
working-beam. 

U. A spur-wheel, attached to the crank-shaft, 
and working in a pinion V, by which it gives mo- 
tion to the fly-wheel W. 

X YZ. Three beveled wheels ; the first of which 
18 attached to the crank-shaft, and by the inter- 
mediate wheel and shaft gives motion to the third, 
which by a concentric roller moves the valves. 

The parts of the engine we have thus briefly 
noticed, differ but little from the ordinary double- 
acting engine of Messrs. Boulton and Watt ; and 
it will be necessary to refer to the enlarged scale 
on the following plate for a more accurate descrip- 
tion of the working of the valves, &c. 

Plate Y. Fig. I and 2, represent sections 
of the steam-pipes, valves, and communicating 
rods. 

C. The steam-pipe, furnished with a throttle- 
valve at flf, to regulate the supply of steam to the 
engine. This is effected by the action of the 
lever 6, and connecting-rod c, which communi- 
cates the action of the governor^ to the valve a ; 
while a rotatory motion is communicated to the 
axis of the governor, by means of a band passing 
from a pulley on the crank-shaft to a similar pul- 
ley on the axis of the governor. 

€. e. Two bent levers passing through a slit in 
the middle of the spindle, and turning upon an 
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axis aty. The upper part of the spindle is fur- 
nished with a socket A, which is allowed to ascend 
when the centrifugal force of the governor in* 
creases. Should, however, its motion decrease, 
the balls J J will descend, while the socket h wil[ 
ascend, and with it the lever /. 

c. A rod connecting the levers / and i, which 
by their joint action communicate the motion of 
the governor to the throttle-valve a, so that when 
the engine is at rest the balls jj will also be rest- 
ing against the arms k Ar, the upper end of the 
levers e e will be brought nearer to each other, 
and the rod c being raised, the throttle-valve will 
be turned in a horizontal direction, thus allow- 
ing a large portion of steam to pass through the 
pipe C. 

DD. A pipe connecting the top and bottom of 
the cylinder with the t hrottle -vatve -a. jTrmtPt^j^^^t^c 

E. The eduction-pipe, passing down to the 
condenser. 

The valves n o have each a cylindrical tube or 
spindle passing through the stuffing-boxes r and s^ 
to the upper end of which are screwed two other 
stuffing-boxes / and u, so that both valves are al- 
lowed to slide up or down -without permitting the 
steam to pass* 

p. q. Two other valves similar to n o, whose 
spindles pass through the stuffing-boxes t u. 

Fig. 2. Is a front view of the two sliding bars 
which are intended to give motion to the valves 
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nopq. These bars are kept in a perpendicular 
direction bj the pieces % z^ and the guide 1. 
In the lower ends of the bars are two friction roD* 
ers 3 3, which are acted upon by the two eccen- 
tric wheels 4 4, and raised and depressed alter- 
nately by *the upward and downward stroke of the 
engine. 

The horizontal shaft Z derives its motion from 
a similar shaft Y placed at right angles, communi- 
eating by means of beveled wheels with the crank* 
shaft. 

9, 10, 11, and 12, are four arms, fixed to the- 
bars V t;, and w w, for the purpose of moving the 
valves. 

13. A lever or handle revolving upon a stud 
screwed in the pipe E, which, by its action, is 
made to open and shut the steam-valves when the 
engine is first set to work. 

18. A mercurial or barometer gauge for mea- 
suring the pressure of the steam above or below 
that of the atmosphere. One end of the baro- 
meter-gauge enters the steam-pipe DD, while the 
other is open to the atmosphere and furnished 
with a gauge. 

The communication between the barometer- 
gauge and steam-pipe may bQ closed at plea- 
sure by the stop-cock 19. In the lower or bent 
part of the tube is placed a quantity of mercury, 
and it will be evident that upon opening the cock 
19, the pressure of the steam endeavouring to 
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pass by the pipe DD^ will be counterbalanced by 
the pressure of the atmosphere. Should, how- 
ever, the elasticity of the steam exceed that of the 
atmosphere, the mercury, will be raised in the 
outer leg of the gauge, and the difference in the 
altitude of the two columns will show the working 
power of the steam. When the altitude of the 
column 18 exceeds that of 19 two inches, the 
pressure of the steam will exceed that of the at- 
mosphere nearly one pound per square inch. 

A nearly similar instrument is also employed 
to ascertain the degree of rarefaction in the con- 
denser. It consists of a bent iron tube 21, the low- 
er end of which opens to the condenser. The mer- 
cury is poured into the tube at the open end 23, 
and the stop-cock 22 being opened, the mercurial 
column at 23 will be depressed, while th^t on the 
opposite side will be raised in a proportionate 
degree. This effect is produced by the vacuum 
formed in the condenser. If the condenser and 
air-pump are in good order, the mercury will 
descend about fourteen or fifteen inches, which 
will indicate a pressure of so many pounds upon 
the square inch. So that if we refer to the two 
gauges, it will be found that the total amount of 
power, or acting force upon the piston, will be re- 
presented by the difference in the altitude of the 
two mercurial columns add^d together. 

To put the engine in action, the fly-wheel W, 
Plate IV. must be turned till the crank T is in 
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a horizontal direction, when the pbto^ will be 
in the middle of the cylinder B, and the eccentric 
wheel 4 on the upper side of the shaft Z. The bar 
w tr, will also be raised, together with the valves o 
and Pf and the handle 13 being turned, a passage 
will be opened for the steam to blow from the pipe 
C, and thus expel the atmospheric air, which pre- 
viously filled the different parts of the engine. 
When this is efiected, and the temperature of the 
engine raised, the lever 13 must be turned to its 
original situation ; the bar v v, together with its 
valves, will descend, and the steam will be shut 
off from the upper side of the cylinder ; while, 
at the same time, the passage will be stopped be- 
tween the under side of the piston and the con- 
denser. The injection-cock must now be opened, 
which will admit a small jet of cold water into the 
condenser, and a vacuum will be formed above 
the piston, while the steam is entering beneath 
with a pressure equal to or greater than that of the 
atmosphere. 

The piston-rod being thus made to ascend in 
the cylinder, the opposite end of the beam Q will 
be depressed in a proportionate degree, and the 
rod S, as well as the crank T, will also descend, 
and a rotatory motion be produced. The fly- 
wheel will also have acquired a suflScient degree 
of momentum to carry the crank past the perpen- 
dicular, and the piston will have arrived at the 
top of the cylinder ; the situation of the valves 
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hemg reversed by the action of the excentric 
wheels, and a continuous motion is thus produced* 
The High-'pressure Engine^ in its most simple 
form, may easily be described by reference to the 
following diagram. 




The cylinder A is furnished with a piston and 
rod B, the latter being made to fit air-tight in a 
stuffing-box at the top of the cylinder. A four- 
way cock C is also provided for the admission 
of highly elastic vapour, and its subsequent dis* 
charge into the atmosphere. The action of the 
four- way cock will be best understood by the sec- 
tion D ; in which £ represents the waste-pipe con- 
nected with the chimney, while two other aper- 
tures serve to convey the steam alternately to the 
upper and under si^e of the piston^ ^nd a third 

M 
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communicates with the steam-boiler. So that if 
we suppose the piston to be in an ascending di- 
rection, and the steam of course entering the 
cylinder beneath, a communication will at the 
flame time be formed between the upper side of 
the piston and the atmosphere, while the steam 
tliat had previously been employed to depress the 
piston is now allowed to escape. When the piston 
has reached the top of the cylinder, the cock is 
turned, and its action reversed, the steam now 
entering above the piston, while a communication 
is formed for its escape beneath. 

The remaining parts of the high-pressure en- 
gine, as constructed by Messrs. Trevithick, may 
very easily be understood. The boiler consists of 
a large cylinder of cast iron, made very strong, 
and placed with its axis horizontally upon short 
feet or pillars of cast iron ; the boiler has a flanch 
at one of its ends to screw on the end or cover, 
irhich has the requisite openings for the iire-door, 
the man-hole, the exit for the smoke, and th6 
gauge-cocks. The 6re is contained within the 
boiler in a cylindrical tube of wrought iron, which 
Is surrounded with water on all sides ; one end of 
this tube is attached to the end or cover of the 
boiler, and is divided into two parts by having 
the fire-grate extended across it ; the fire-door 
closes the opening in the upper half, which is the 
fire-place, the lower half forming the ash-pit ; the 
tube extends nearly to the end of the boiler, where 
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it is reduced in tize, then doubles, and returns 
back in a direction parallel to the first tube 
or fire-place, to form the flue, till it arrives at the 
end of the boiler, through which it passes at the. 
side of the fire-door, and it is then conducted from 
it into the chimney, thus carrying ofi^the smoke. 

At the part where the flue enters the chimney, 
is a small door to remove any soot that may have 
accumulated. On the top of the boiler is a safety- 
valve, kept down by a lever and weight, to allow 
the steam to escape in case it becomes so strong 
as to endanger the bursting of the boiler. The 
cylinder of the engine stands in a perpendicular 
direction, and is enclosed within the boiler, except 
a few inches of its upper end, at which the four- 
passaged cock is situate, and the flanch which 
screws on the lid, with the stuffing-box for the 
piston-rod to pass through. The boiler has a pro- 
jecting neck, into which the cylinder is received, 
and it is fastened in its place by a flanch round 
the upper end of the neck of the boiler, which is 
united by screws to a similar flanch project- 
ing from the cylinder. The upper end of the 
piston-rod is fastened to the middle of a cross- 
bar, which is placed in a direction at right 
angles to the length of the boiler, and guided 
in its ascending and descending motion, by 
sliding between two perpendicular iron rods, fixed 
to the boiler, parallel to each other, being con- 
nected together at top, and firmly supported there 

M 3 
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by two diagonal stays extending from the other end 

of the boiler, and secured to the flanch, which 

* 

screws on the end of the boiler. At the ends of the 
cross bar of the piston-rod, the two connecting- 
rods are jointed, and the lower ends of them are 
connected with two cranks, fixed upon an axis, 
extending across beneath the boiler, and under 
the centre of the cylinder ; the axis is supported 
in bearings made in the legs which support the 
boiler, and the fly-wheel is fixed in it. One of 
the cranks is formed by a pin, which is fixed into 
the arm of the fly-wheel at the same radius as 
the opposite crank. The fly-wheel is situate 
close to the side of the boiler, and the pin for the 
other crank is fixed into the arm of a large cog- 
wheel, fixed on the axis of the fly-wheel at the 
opposite side of the boiler. This cog-wheel com- 
municates the power of the engine to other cog- 
wheels. As the piston is alternately forced up 
and down by the pressure of the steam, it carries 
the cross-bar with it, and by the connecting-rod 
turns the two cranks, together with the fly-wheel, 
and other connecting machinery. 

The Double -cylinder Expansion Engine^ con- 
structed by Mr. Woolf, possesses considerable ad- 
vantages over that invented by Mr. Hornblower, 
with whom, it appears, the idea of constructing an 
engine with two cylinders originated : the only 
novelty, however, in Mr. Woolf 's engine, consists 
in the application of high-pressure steam, and in 
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tlie proportioniDg of the cylinders to tiie elasticity 
of the vapour employed. Having already explain- 
ed the principle upon whicli Mr. Woolfs engine 
is constracted, it may be enough for our pre- 
sent purpose to describe its action, with reference 
to the annexed diagram. 




A and B represent the two cylinders, in the 
larger of which the steam is allowed^o expand 
itself, after passing from B. The steam, which in 
the first instance is of considerable elasticity, is 
admitted to the cylinder B, by the tube and valve 
6, and entering the cylinder above the piston 3, 
impels it to the bottom. When this is effected, 
a communication is opened between the upper 
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part of the cylinder B, and the under side of the 
piston 4p in the larger cylinder. The commu<^ 
nication between the cylinder B and the steam- 
pipe 6, is now reversed, and the steam is made to 
press on the under side of the piston 3 ; a com- 
munication being at the same time formed be- 
tween the upper part of the cylinder A, and the 
pipe leading to the condenser 5. So that if we 
suppose the pistons 3 and 4 connected by means 
of their rods with one end of an ordinary working 
beam, the upward and downward strokes of each 
will be performed at the same time. 

We have hitherto considered the steam as pass- 
ing direct from the boiler to the cylinder B; 
this, however, is in reality effected by a more 
circuitous route, as it is in the first instance ad- 
mitted to the steam-case of the larger cylinder, 
by the pipe 1, and passing round a similar case, 
encircling the cylinder B, it is then made to enter 
the cylinder by the tube 6. The pipe at Fig. 2, 
is merely intended to form a communication for 
carrying back to the boiler any water that may 
be produced by condensation in the steam-case, 
before the engine arrives at a proper temperature 
for working. 

Having described the nature of Mr. Woolf's 
engine, it may now be advisable to examine the 
boiler, by which he proposed to generate steam of 
sufficient elasticity for the use of the small cylinder, 
which requires vapour of great expansive force. 
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The boiler represented by the diagram beneatb^ 
consists of a series of tubes of cast iron, connects 
ed by screw-bolts with the under side of a larger 
vessel, or magazine of the same material. This is 
furnished with four, and in some cases with five 
apertures i the first of which. A, is intended for 
the admission of water» to supply the waste which 
continually arises from evaporation, which is effect- 
ed by means of a small forcing-pump, as it will be 
evident that the column must be carried to a coo-^ 
siderable height, before its weight can so far over- 
come the resistance of the steam within the tubcj 
to allow of its entering by the ordinary method. 




Mr. Woolf usually employs two safety-valves 
-which are placed at B, while C represents the 
man-hole, end D the pipe by which the steiun u 
conveyed to the engine.* 



* These, u well as the flancbes, and other steam-tight fasten- 
ings oF a permaneDt nature, are usnalljr coanected by screw- 
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In Ifr. Woolf 's qpecificatioD, a method is point- 
ed oat for applying this plan to the boilers of 
steam engines already in nse, by placing a series 
of cylinders beneath the present boilers, and con- 
necting them with each other, and with the boiler 
above. The tubes may be made of any kind of 
metal, but cast iron is the most convenient ; their 
size may also be varied, but in every case care 
should be taken not to make the diameter too 
large ; for it must be remembered, that the larger 
the diameter of any single tube is in such a boiler, 
the stronger it must be made in proportion, to ena- 
ble it to bear the same expansive force of steam as 
the smaller cylinders. It is not essential, how- 
ever, to the invention, that the tubes should be 
of different sizes; but the upper cylinders, and 
more especially the one which is called the steam- 
cylinder, should be larger than the lower ones, it 
being the reservoir, as it were, into which the 
lower ones empty themselves. 



bolts and nuts ; a sheet of woollen or linen cloth coated with 
cement, being first introduced to unite the intervening surfaces. 
The cement best adapted for this purpose, from its durability 
and power of withstanding the action of steam^ may be thus pre- 
pared ! — ^Take two ounces of sal ammoniac, one ounce of flour of 
(Sulphur, and sixteen ounces of cast-iron filings; these^ after 
being well mixed in a mortar, must be placed in a dry situatioo^ 
and when wanted for use one part of the above mixture must 
be blended with twenty parts of clean filings, and saturated with 
9 little water. On being applied to the joint it will shortly bc» 
come as bard as the metallic surface on which it is placed. 
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The fbllowing general directtoos are given 
respecting the quantity of water to be kept in a 
boiler of this construction ; viz. it ought always 
to fill, not only the whole of the lower tubes, but 
also the great steam-cylinder. A, to about half its 
diameter, that is, as high as the fire is allowed to 
reach. And in no case should it be allowed to 
get so loW as not to keep the vertical necks, or 
branches which join the smaller cylinders to the 
great cylinder, full of water, for the fire is only 
beneficially employed when applied, through the 
medium of the interposed metal, to water, to con- 
vert it into steam ; and indeed, the purpose of 
the boiler would in some measure be defeated, 
if any of the parts of the tubes thus exposed 
to the direct action of the fire, should present 
a surface of steam instead of water, to receive 
the transmitted heat ; this, however, must, more 
or less, be the case whenever the lower tubes, 
and even a part of the upper, are not kept filled 
with the water. 

Respecting the furnace for this kind of boiler, 
it should always be so built as to give a long and 
waving course to the flame and heated air, so 
that they may, in the most efiectual manner, 
strike against the sides of the tubes which com- 
pose the boiler, and so give out the greatest 
possible portion of their heat before they reach 
the chimney ; unless this be attended to, there 
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wUI be a much greater waste o£ fuel than ne- 
cessary^ and the heat communicated to the con- 
tents of the boiler will be less from a given 
quantity of fuel. 

Mn Maudslay, in his Portable Engine^ dis^ 
penses with the beam usually employed for con- 
necting the fly-wheel crank with the piston-rod ; 
and, in this respect, as well as in the working 
of the valves, his engine materially differs from 
those we have already described. 

Plate V. Fig. 1, Front elevation of a ten-horse 
power engine. 

* Fig. 2. Longitudinal section of ditto, on the 
centre line. 

Fig. 3. End \aew of ditto* 

A. Cast-iron frame of the engine. 

B. The cylinder. 

C. The piston, furnished with a rod D, and a 
cross head and socket E. 

F. Guide wheels, which keep the piston and 
rod in a vertical position. 

G. Frame for ditto, in which thie wheels FF are 
made to work. 

H. Side rods, which serve to connect the cross 
head E with the double crank 1 1. 

II. Two cranks, made to turn in the plummer- 
block, or bearing, JJ, at each side of the frame, 
and to which the fly-wheel shaft K is connected 
by a coupling-box or clutch, at the end next the 
engine. 
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K. Fly-wheel shaft^working in a plummer-black 
on the wall. 

L. Coupling-box, connecting the engine with 
the fly-wheel shaft. 

M. The fly-wheel. 

NN. Two excentric wheels, supported by the 
crank-shaft K, the action of which give motion to 
the two beams O and T, by means of the connect- 
ing-rods PP. 

O. The beam which works the cold-water 
pump S. 

PP. Two connecting-rods^ 

Q. The double bearing, on which the cpld«; 
water pump-beam works. 

R. A rod which serves to connect the bucket 
of the cold-water putnp with the beam O. 

S. The barrel of the cold-water pump. 

T. Beam which works the air and hot-water 
pumps, and to which motion is communicated by 
the connecting-rods P, as before described. 

U. The slix^gs which connect the air-pump rod 
to the end of the beam T. 

V. The double bearing, or centre, on which the 
air-pump beam T works. 

W. The air-pump bucket. 

X. Air-pump cylinder. 

Y. Hot-water pump, worked by a smalt rod, 
attached to the air-pump beam. 

Z. Feed-pipe, to supply th6 boiler with hot 
water. 
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a. Cross nil on which a guide is fixed to con- 
fine the air-pump rod in a vertical position. 

b. The condenser. 

c. The cold water cisterns, connected by a 
pipe d. 

e. Eduction pipe, or passage for the steam from 
the cylindeir to the condenser. 

yi Injection cock, to admit the cold water into 
the condenser. 

g. Foot valve» at the bottom of the air-pump, 
and communicating from thence to the condenser. 

tu Hand gear, for stopping or starting the en- 
gine. 

t. A rod, connecting the hand gear with an 
excentric Ar, fixed on the crank-shaft ; the action 
of which communicates a vibratory motion to the 
rod t* 

/. Connecting-rod, and double-ended lever w, 
fixed at the extreme end of a spindle, while a be- 
viled wheel is attached to the other ; the latter of 
which works the spindle of the steam-cone n. 

o. The steam-cone, or cock, for admitting the 
steam from the boiler to the cylinder ; beyond 
which is a contrivance for shutting ofi* the steam, at 
the half, or any other part of the stroke, by which 
a very considerable saving in the steam, and con- 
sequently in the fuel, is effected. 

It will very readily be seen, that the cone em- 
ployed in this engine, for regulating the passage 
of the steam from the boiler to the cylinder, differs 
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very materially from the valves in Messrs. Mur- 
ray and Wood's engine, and a slight examination 
of the sectional view in Plate Y. wiH'shew that the 
greater degree of friction that must of necessity 
attend the former contrivance, is more than com- 
pensated by its superior tightness and simpli« 
city. 

A. represents an end view of the cylinder and 
steam-cone. 

B. Side view of ditto, 

C. Plan of ditto, taken at the horizontal line D* 
£. Steam-pipe. 

F. Pipe, communicating with the condenser^ 

G. ^team-cone^ ground into its seat, and con- 
nected with the grease-cup H, by the means of 
which a regular supply of oil is furnished. 

I. Plan of the steam-cone and passages, by 
which a communication is alternately opened be- 
tween the steam-pipe and the upper end of the 
cylinder, and the condenser and the lower end of 
the cylinder, and vice versa. 

When we consider the reciprocating steam en- 
gine in its present most improved state, both with 
respect to the admirable expedients for adapting 
it to the end proposed, and the skill displayed in 
the workmanship, we may almost venture to con- 
clude that it has reached its utmost degree of per« 
fection ; and yet it must be acknowledged, that 
it absorbs nearly half the power of the steam 
employed in friction, and in alternating its 
movements^ This fact will be appai^ent by cal- 
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dilating what pressure on the piston of a recipro- 
cating condensing engine, would be required to 
produce its nominal power ; and it will be gene- 
rally found, that (with the common speed) this will 
be oljtained by accounting only from six to seven 
pounds pressure, per square inch, on the piston of 
small power engines ; seven to eight pounds as to 
engines of from ten to thirty-horse powers ; and 
from eight to nine pounds as to engines of larger 
powers, though the actual pressure on the piston 
is nearly sixteen pounds. 

We have seen, that steam engines were, in the 
first instance, used for raising water, for which 
purpose the alternating motion of the beam is well 
adapted ; at present, however, by far the greater 
' number of reciprocating steam engines are re- 
quired to impart a rotatory motion to the ma- 
chinery attached to them. 

The loss of power, to which we have already 
■lluded, together with the expense of the con- 
struction of the reciprocating engine, have induced 
numerous attempts to invent an engine imparting 
a rotatory motion in the first instance ; and the re- 
cent application of this prime mover to the pur- 
poses of navigation, has also acted as an additional 
stimulus to the attainment of so desirable an ob- 
ject, the inconveniences of a reciprocating engine 
being most sensibly felt in steam-vessels. Hither- 
to, however, those attempts have been attended 
with only partial success ; for though many patent 
inventions have come under our observation, the 
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principal of which will be found in the Appendix 
attached to this work, they have altogether failed 
in attaining any decided superiority over the 
reciprocating engine, either from excessive fric- 
tion, or the expense and nicety of workmanship 
required both in their construction and repairs. 

Those difficulties appear to be obviated in 
Messrs. Masterman's Rotatory JEngine^ in a much 
greater degree than in any other that has come to 
our knowledge : the entire friction of one of those 
engines (without a condenser) having been proved, 
from actual experiment, not to exceed half a 
pound per square inch on the valves ; the expense 
of construction being very considerably less than 
that of reciprocating engines, particularly in the 
larger powers, and the extraordinary simplicity of 
its parts securing it from almost an(y expense for 
repairs. 

For steam navigation it appears admirably 
adapted, and when used with mercury instead of 
water, combines, in an eminent degree, economy 
of space and fuel ; and this, in the latter case, it 
wiH be evident must be very considerable, on ac- 
count of the almost total absence of friction. 

PlateYIl. Fig. 1. is a vertical and central sec- 
tion of the revolving part of the engine, called the 
troke, which is composed of a centre a, called 
the nucleus, of six hollow arms 6, 1 to 6, called 
radii, and of a hollow ring ccj called the annulus. 

Fig. 3. represents the nucleus ; one end m is a 
perfect circular plane, called the face; six holes 
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of nmiUr %ure and dimensions are sunk in the 
face at equal distances from each 6ther» following 
a direction parallel with the axis e, until half way 
through the nucleus, then, assuming a direction at 
right angles with the axis, they open in the peri- 
phery of the nucleus. 

The axis passes through the centre of the nu- 
cleus at right angles to the plane of the &ce. 
The annulus consists of six equal parts, in each of 
which is fixed a steam-tight valve, exactly similar, 
ftnd opening in the same direction by a hinge 
placed in the side of the annqlus nearest the axis. 
The rods which form the hinges of the valves, 
project through stuffing-boxes iii the side of the 
annulus; and on each of these projections is 
placed a lever, at such an angle with the valve as 
to point to the axis when the valve is half open ; 
and at the extremity of each lever is a weight rf, 
more than sufficient to counterpoise the weight of 
the valve against which it acts. In the side of 
the annulus nearest the axis, are six holes at equal 
distances from each other; these holes are con- 
nected with the holes opening in the periphery of 
the nucleus by means of the hollow radii 6, 1 to 6, 
thus forming a steam-tight communication be- 
tween each hole in the face and the inside of the 
annulus. 

Fig. 4. is a section of a metal plate or mask, 
which is of equal diameter with the face, having 
one side ground perfectly flat. 
Through t^e centre of the mask is a circular 
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hole e to admit the end <]rf the axis* In the space 
surrounding this hole there are three other holes^ 
Pf ij and /• The holes i and / are each of such di« 
mensions as to extend over one of the holes in ihe 
face and the adjoining space ; and the space in the 
mask between the holes i and / is of such dimen^ 
sions, as just to cover completely one of the holes 
in the face. 

The holes p i and / terminate in lateral aper- 
tures, as represented in Fig. 5. The hole / is con* 
nected with the boiler by a steam*pipe ; the hole 
t with the condenser, if one be used, or discbarges 
the steam into the air. To the hole p is fixed a 
perpendicular pipe, rising above the level of the 
troke. 

The mask does not revolve, but is kept closely 
pressed against the face by means of the nuts and 
rings. Fig. 6« which are fixed on the end of the axis 
e; and it is maintained in such a position, that the 
space between / and i is just above the level of the 
centre of the troke, and oil the side of the axis 
nearest the closed valve in Fig. 1. 

Fig. 2. is a section on the plane of the axis Of 
the troke mounted on its axis, together with th« 
mask applied to the face, and of a reservoir k at 
the top of the pipe A, for supplying the interior of 
the annulus with water. To the end of the axis 
farthest from the face, the machinery to which it 
is proposed to impart motion is affixed. 

The engine is worked by steam and water af 
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, follows. The annuliis is in the first place half fill- 
ed with water, either admitted cold, and heated by 
\ suffering the steam to flow into it through the pipe 
, or admitted in a heated state from the boiler. 
' On the steam valve being opened, the steara enters 
' the hole I in the mask, Fig, 4. through the pipe /, 
, Fig. .'5. and passes thence through the hole in the 
face which happens to be opposite to the aperture 
> in the mask, and enters the annulus ; then rising 
through the water, it is stopped by the valve d, 
immediately above the radius by which it entered, 
which will then be closed. The steam resisted by 
[the valve, acts against the surface of the water be- 
[ low it, and pressing it downwards, proportion ably 
I raises it on the opposite side of the annulus, until 
I the pressure of the column of water acting against 
the closed valve, through the medium of the steam, 
is sufficient to overcome the resistance. The troke 
is now made to revolve, and, as it revolves, each of 
the holes in the face communicates in succession 
with the hole /, and, by this construction, one en- 
tire hole in the face, or parts of two equal in propor- 
tion to one, is always in communication with the 
hole /; so that there is a continual flow of steam 
into the annulus, causing the water, through its me- 
dium, to exert a constant and uniform pressure on 
the valves as they ascend. The holes in the face, 
as they pass in succession from the hole I to the hole 
i are entirely closed by the space between them j 
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r, the steam rashes from the annulus through that 
hole into the condenser, or into the air; and the 
pressure of steam being thus riemoved iromthe 
valves, they will open by the gravity of the weights 
dy as they begin to descend, and thus allow the 
column of water to remain on that side of the an- 
nulus. Thps a uniform rotatory motion is produced 
and maintained as long as (he steam continues to 
flow into the annulus, and acting with a force pro- 
portionate to the difference of level in the water. 

In Fig. 1. the troke is represented as revolving, 
and the steam flowing into the annulus^ through the 
radius bX; f represents the steam in the annulus 
between the closed valve and the depressed sur- 
face of the water; gthe water raised on the oppo- 
site side of the annulus, while the remaining or 
darkest part of the annulus is where the valve 
and the upper surface of the water are relieved 
from pressure, the steam having discharged itself 
through b 6. 

The steam may be admitted through a radius 
more or less horizontal, according as the column 
of water is higher or lower, by means of an inner 
mask, which changes its position ; the closing spot 
of the Valves may also be regulated accordingly, 
by means of catches acting on their levers. The 
troke is of cast iron, and^ to prevent condensa- 
tion, it is enclosed in a steam-tight case. 

From this brief examination of Messrs. Master- 
man's engine, it will, we think, be apparent, that 

N 2 
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the troke alone perfo rms the muled fuDction of 
f^^luider, fnafcon, beam, crank, and fly-wheel ; thus 
ensoring a decided sapecioritj over the recipro- 
cating ei^ne. 

The advantages resulting from the use of steam 
opines have, in some cases, been considered as 
lolly equipoised by the smoke and noxious effluvia 
which proceed from their capacious vomitories; 
and this, in laige manufacturing towns, is indeed 
an evil of some importance, to obviate which a 
variety of contrivances have been suggested. 

The first attempt at consuming smoke, appears 
to have been made by M. Dalesme, a French en- 
gineer, who exhibited a contrivance of this de- 
scription at the Fair of St Germain's in 1685.* la 
1785 Mr. Watt obtained a patent for the construe^ 
tion of an economical furnace, which not only con<- 
sumed the smoke, but employed it as an useful 
auxiliary in increasing the heat. To understand 
this it will be necessary to observe, that the dense 
smoke which is usually discharged at the top of 
the chimney, is in fact, so much good fuel, which 
requires but a sufficient supply of oxygen to render 
it fit for combustion. 

Mr. Watt accomplished this in his early engines 
by stopping up every avenue to the chimney, ex- 
cept such as might be lefl in the interstices of the 
ignited fuel, and the smoke from the fresh coal was 

* Vide. Transactions of the Royal Society, vol. xvi. p. 78. 



consumed by passing through the burniog fiiel v 
coke. 

A variety of improvements have since been 
introduced, an account of which will be found, in 
Appendix (b,) and we shall content ourselves, in 
the present instance, with briefly noticing those 
that appear best calculated to answer their in- 
tended purpose. 

Mr. Roberton's plan is nearly similar to that env- 
ployed by Mr. Watt. The opening through which 
the fuel is introduced into the furnace is shaped 
like a hopper, from the mouth or entrance of which 
it inclines downward to the phice where the fire 
rests on the bottom grate. The fresh coals contain* 
ed in the hopper answer the purpose of a fire-door^ 
and the principal point to be attended to in the 
management of this furnace is, that the hopper 
shall be so filled with small coal as to prevent as 
much as possible the passage of atmospheric air by 
the hopper. Beneath the lower part of the hopper 
the furnace is provided with front bars, which serve 
to admit air among the friel which is undergoing 
the process of coking in Uielower partof t^e hopper» 
and at the same time offers a ready mode of forcing 
the ignited fuel thus deprived of its smoke vpon tfaj^ 
centre, of the burning mass, where it is completely 
consumed, while an additional supply of fresh coal 
falls down the hopper to supply its place. By this 
arrangement, and the judicious admii|sion of a thin 
stratum of fresh air, by a valve placed ne^ the 
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'mouth of the hoppw, the quantity of smoke Is 
ooosiderablj reduced, the whcde o£ the fuel being 
brought into m state of ignition before it has ar- 
rived at the middle of the burning mass, and a 
sufficient supply of oxygen is furnished by the air- 
valve for the purpose of combustion. 

Sir William Congreve's invention consists in the 
application of chalk, or any other calcareous sub- 
stance convertible into lime by means of heat, as 
auxiliaries to the ordinary articles of fuel. This 
is eflfected by converting the furnace into a species 
<^ lime-kiln, in which the mass of heated coal is 
employed not only to heat the boiler, but calcine 
a large quantity of the above substance ; thus con- 
centrating and keeping in action a most powerful 
heat in aid of the ordinary operation <^ the fuel. 

The following is the substance of a series of ex- 
periments and calculations, made in the Royal La- 
boratory at Woolwich, which serve to shew the 
great advantages attendant on the .adoption of this 
method. 

Thirty gallons of water were evaporated in seven 
hours by half a bushel of coal, weighing forty-two 
pounds, calcining at the same time one bushel and 
a half of lime. Thirty-four gallons of water were 
afterwards evaporated in the same time, without 
burning the lime, and required one bushel and a 
half, or 126 pounds of coal. These experiments 
were afterwards repeated, and the same results 
obtained. 
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It appears therefiKe^ from these trials^ that half 
a bushel of coal, with lime, generates very n^rly 
the same quantity of steam as one bushel and a 
half without the lime. This however may be 
better illustrated by the following statement of 
the comparative expense. 

«. d. 

First experiment, — ^Half a bushel of coal O 7 

Que bushel and a half of chalk . . O ^ 

9 



Second experiment. — One bushel and a half of coal . • 19 

In the first experiment the lime produced by 
this species of burning may fiiirly be averaged at 
nine pence, so that, compared with the present 
mode, the salving on evaporating thirty gallons of 
water by means of the chalk, where a ready mode 
of disposing of the lime can be devised, is nearly 
Js. 9d. or the total expense of the fuel. 

Mr. Farkes employs an air-valve, somewhat si- 
milar to that of Mr. Raberton, though placed in a 
different part of the furnace ; and either of these 
plans, if properly managed by the fire-man, would 
fully answer the end for which they were intended } 
but unfortunately this requires a degree of mecha- 
nical skill and attention seldom found in tliis class of 
persons ; and though the nuisance may be abated 
for a short time, or while the engine is under the 
immediate superintendance of the engineer, no 
very permanent benefit has yet been found to ac<- 
crue. To remedy this, Mr. Brunton proposes to 
employ a mechanical apparatus completely beyond 
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the coQtrcd of the attendant, whose attention maj 
in this case be almost entirely dispensed with. In 
Mr. Brunton's fnmace the grate bars are made to 
revolve in an horizontal direction beneath the 
boiler, by which means the heat is uniformly dis- 
tributed over the whole of its lower sur&ce, and 
a regular supply of coal is furnished from a hop- 
per above. 

To efiect this the axis upon which the grate 
turns is connected with the steam engine itself; 
and for a boiler of five feet diameter, it is made to 
perform about one revolution per minute. Every 
time it arrives at a certain point, the channel from 
the coal hopper is opened ; and in order to pre- 
vent the air from passing down tiirough the coali 
the patentee in his specification describes a rim, 
upon which the regulator is intended to lay, de- 
scending into a trough for the purpose of forming 
a water or sand valve. There is also a regulator 
to the feeder, connected with the damper, so that 
if the boiler become too hot, or the pressure of the 
steam increase, the quantity of coal supplied should 
be diminished in a proportionate degree. The 
nature of this very ingenious apparatus will how- 
ever be more fully understood by a reference to 
the improved furnace, &c. erected at Messrs. Smith 
and Liptrap's distillery, Whitechapel. 

Plate VIII. AA. Waggon boilers, to which the 
supplementary boilers BB are attached ; the small- 
er or supplementary boilers being placed immedi* 
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ately over the fire, while the larger boilers derive 
an additional supply of heat £rom the passage of 
the chimney C. 

D. Chimney doors. 

£EE. Hoppers by which the coal boxes FFF 
are supplied with fuel. 

FFF. Coal boxes furnished with sliding plates, 
through the openings of which the coals are al- 
lowed to fall on the ignited fuel. 

GGGG. Steam-pipes joining the waggon and 
supplementary boilers. 

H. Furnace door attached to the supplementary 
boiler by a cement joint. 

II. Doors opening into the air-flues, to assist in 
the combustion of the smoke, and to withdraw the 
dust that may fall over the edge of the fire-grate. 

K. Axis or spindle upon which the grate is 
made to revolve } the motion being communicated 
direct from the engine by the pinion and wheels L. 

M. Foundation plate, in which are formed the 
pivot holes for the axis K and the upright shaft N. 

O. Feed-pipes of the waggon boilers. 

P. Steam-pipe leading to the engine. 

Q. Pipe communicating with the safety-valve V. 

R. Horizontal shaft communicating with the 
vertical axis N, and also with the engine by which 
the whole apparatus is turned. 

SS. Chains attached to the damper chains, by 
which the lever T is moved, and the wedge U 
made to rise or fidl with tlie damper plate; so that 

o 
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List of Patents for the Steam Engine^ with an Analytical 
Acccmnt of those more immediately connected with its Im^ 
provement and general Application to the ttseful Arts.^ 

T. Savery, London, July 26, 1698. 

HThis patent, which is the first upon record, for an in- 
vention in which steam was employed as a prime mover or 
principal agent in hydraulics, describes two modes of ef-^ 
fecting this very desirable object. In the first, it is used 
merely to produce a vacuum by condensation ; and, in the 
latter, the impellent or expansive force of the steam is made 
to act upon the surface of the fluid to be raised, and by its 
pressure in a close vessel, the water is driven up a con- 
necting tube to the required height. 

In this engine a vacuum being first formed by the conden- 
sation of steam, the water was afterwards raised by the pres- 



* A complete list of the patent-right inventions connected with this branch 
of oar manu&ctores, has long been a desideratum ; while a reference to the chro- 
nological arrangement will shew the progressive improvements that have been 
effected in its constrnction. In addition to this^the future experimentalist may 
derive considerable benefit from the labours of his precursors thus at one view pre- 
sented to his notice. It is scarcely necessary to add, that a lai^e portion of these 
exclusive monopolies are of little value beyond that of swelling the fees of the 
patent office; many of them being precisely the same in both principle and 
application^^. 
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original^ aoggeatad faf' dda patent. Ifif. fliil frnjioiat > 
taqdcqr the atmosphenc eogfaie of' MewDOMneD^ ^vrfaicbi fay 
means of a crank communicating with the working beamy 
imparted a rotatorj action to the wheels or paddles wfaidi 
were placed at the bow of the vessel. 

James Brindlkt^ Liancashire, 1759. 

The boiler in this engine was proposed to be made of 
wood and stone^ with a cast iron fire-place within side of it, 
and surrounded on all sides, so as to give its heat to the 
water. The chimney was an iron pipe or tube^ also im- 
mersed in the water of the boiler ^ and this [dan Mr, Brind- 
ley expected would save a considerable portion of the fuel. 

 
BuiKBTi 1766. 

This patent which consisted in an improvement upon 
Savery's engine, was in principle similar to that of Dr, Fapio. 
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In this case a quantity of oil was placed in the receiveri 
which, rising to the surface, formed a species of piston or 
float between the surface of the water and the hot steam ; 
thus preventing the continued condensation of elastic va- 
pour, which would necessarily occur in engines upon the 
original construction. 

To effect this two receivers were to be used, one in the 
same situation as Savory's, which was to receive the air; 
and the hot steam, when admitted into it, forced the air to 
descend by a pipe to the second receiver, which was at the 
bottom of the well from whence the water was expelled^ 
and proportionably raised in the force pipe, 

J. Watt, Birmingham, Jan. 6, 1769- 

To the great and comprehensive genius of the late Mr^ 
Watt, and the spirit of rivalry which was excited in thQ 
mechanical world on the publication of this patent, which| 
though the earliest, is certainly the most important of bi3 
inventions, may be ascribed the completion of those im-» 
provements that have subsequently been effected in the 
steam engine. This patent, the term of which was pro^ 
longed for twenty-one years from the expiration of the 
original grant, contains the following principles, vt'hich, for 
their importance, we insert in the author's own words: 
^^ First, That the vessel in which the powers rf steam are to 
be employed to work the engine, which is called the cy- 
linder in common fire engines, and which I call the steam 
vessel, must, during the whole time the engine iis at work, 
be kept as hot as the steam that enters it; first, by enclosing 
it in a case of wood, or any other material that transmits 
heat slowly; secondly, by surrounding it with steam or 
other heated bodies; and, thirdly, by suffering neither water 
nor any other substance colder than steam, to enter or 
touch it during that time. 

^^ Secondly, In engines that are to be worked wholly or 
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pertly by condensation of steam, tbe steam is to be con- 
densed in vessels distinct from the steam vessels, although 
occasionally communicating with them. These vessels I call 
condensers ; and while the engines are working, these con- 
densers onght to be kept as cold as the air in the neigh- 
bourhood of the en^nes, by the application of water, or 
other cold bodies. 

" Thirdly, Whatever air, or other elastic vapour, is not 
condensed by the cold of the condenser, and may impede 
the working of the engine, is to be drawn out of the steam 
vessels by means of pumps connected with the engine. 

<^ Fourthly, I intend in many cases to employ the expan- 
sive force of steam to press on the pistons, or whatever may 
be used instead of them, in the same manner as the pres- 
sure of the atmosphere is now employed in common fire 
engines. In cases where cold water cannot be had in 
plenty, the engines may be wrought by force of steam only, 
by discharging the steam into open air after it has done its 
office.* 

" Fifthly, Where motions round an axis are required, I 
make the steam vessels in the form of hollow rings, or cir- 
cular channels, with proper inlets and outlets for the steam, 
mounted on horizontal axles, like the wheels of water-mills. 
Within them are placed a number of valves, which suffer 
bodies to go round the channels in one direction only. In 
these steam vessels are placed weights so fitted to them as 
entirely to fill up a part or portion of their channels, yet 
rendered incapable of moving freely in them by the means 
hereinafter mentioned or specified. When the steam is ad- 
mitted into these engines, between the weights and the 
valves, it acts equally on both, so as to raise the weights to 



 This should not be understood to extend to any engine where the water to ht 
raised enlers the steam vessel itself^ or any vessels having an open cominunicattoa 
with it. 
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one side of the wheels and by the re-action of the valves^ 
successively to give a circular motion to the wheel, the 
valves opening in the direction in which the weights are 
pressed, but not in the contrary one, as the steam vessel 
which moves round it is supplied with steam from the 
boiler, and that which has performed its office may either 
be discharged by means of condensers, or into the open 
air. 

^^ Sixthly, I intend, in some cases, to apply a degree of 
cold, not capable of reducing the steam to water, but of 
contracting it considerably, so that the engines shall be 
worked by the alternate expansion and contraction of the 
steam. 

" Lastly, Instead of using water to render the piston or 
other parts of the engines air and steam-tight, I employ 
oils, wax, resinous bodies, fat of animals, quicksilver, and 
other metals, in their fluid state.'' 

J. Stbwart, 1769. 

This engine produced a rotative motion by a chain going 
round a pulley, and also round two barrels furnished with 
ratchet-wheels, with a weight suspended^ the free end of 
the chain, which thus served to continde the motion of the 
apparatus during the return of the piston. 

M. Washborough, Bristol, 1778. 

This invention, like the preceding, was intended to com- 
municate a rotatory motion, without the intervention of a 
crank. It had a toothed sector on the end of the working 
beam, acting in a trundle, which, by means of two pinions, 
with ratchet-wheels, produced a rotative motion in the 
same direction by both the ascending and descending stroke 
of the piston; and by shifting the ratchets, the motion 
could be reversed at pleasure. In this engine Mr. Wash- 
borough employed a fly-wheel, which may not unaptly be 
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cooudered as alnl^aziDe uf power in m^r^^Prmy^ 
species of machinery. 

J. Stekd, Lancashire, 1/81. 
Ttus Bpecificatioa was to secure to the patentee the appU- 
cation of a crank for producing continuous motion oeuly 
similar to that now in use. ^^H 

J. HoRNBLowEH, PcnryD, Cornwallj July 31, 1781>^^H 
The expansive principle of Mr. Watt is in this engine 
employed hy means of two cylinders, by the use of which 
the force of the apparatns is more nearly equalised. As, 
however, this invention has been the basis of several im- 
provements of the first magnitude in the introduction of 
double cylindev engines, we subjoin the specification in Mr. 
Homblower's own words. 

" First, I nse two vessels in which the steam is to act, 
and which in other steam engines are called cylinders, Se- 
oaaS^t I emplf^ the iteun after it Imb acted in the fint 
vessel to operate a sectmd time in tibe other, hj permittii^ 
it to expand itself, which I do hy connecting the vesselB 
bother, and forming proper channels And apertures, 
whereby the steam shall occasionally go in &nd out of the 
sud vessels. Thirdly, I condense the steam, 1^ causing it 
to pass in contact with metallic substances, while water is 
applied to the opposite side. Fourthly, to discharge the 
ei^ne of the water employed to ccmdense the steam, I sus- 
pend a column of water in a tube or vessel constructed for 
that purpose, on the principles of the barometer, the upper 
end having open communication with the steam-vessels, 
and the lower end being immersed in a vessel of water. 
Fifthly, to dischai^e the air which enters the steam-vessels 
with the condensing water or otherwise, I introduce it'into 
a separate vessel, whence it is protruded by the admission of 
Bteam. Sixthly, that the condensed vapoor shall not re- 
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main in the steam vessel in which the steam is condensed, 
I collect it into another vessel, which has open commu- 
nication with the steam-vessels, and the water in the inine« 
reservoir, or river. Lastly, in cases where the atmosphere 
is to be employed to act on the piston, I nse a piston so 
constructed as to admit steam round its periphery, and in 
contact with the sides of the' steam- vessel, thereby to pre* 
vent the external air from passing in between the piston 
and the sides of the steam-vessel. 

J. Watt, Birmingham, March 12, 1782. 

This invention, which is for an improvement on Mr. 
Watt's prior patent, consbts principally in an advantageous 
mode of stopping the admission of steam at a given point, 
so that a part of the working stroke is effected by the expan-. 
sion of that portion of the elastic vapour which has already 
entered the cylinder. Several very ingenious contrivances 
are also described by Mr. Watt for equalising the motion of 
the piston. The first of these is by a chain acting upon a 
spiral or fusee; secondly, by levers acting unequally upon 
each other ; and, thirdly, by a large weight attached to the 
working-beam at a considerable height above the centre of 
motion. In the last of these methods, when the piston be- 
gins its descent, the weight will oppose itself to the motion 
of the piston, until the descent of the latter have inclined the 
beam so much, that the centre of gravity of the weight is 
perpendicularly over the centre of motion of the beam : the 
weight will then have no effect on the engine; but after it has 
passed this^position, it must evidently tend to aid the effort 
of the piston to draw up the load of water in the pumps, 
and render its motion equable. 

' J. Watt, Birmingham, June 14, 1785. 

The object of the present invention is to facilitate the 
combustion of smoke l?y a more equable supply of oxygen. 
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In Mr. Bargeas's apparatos, iriddi was intended to pro- 
duce a iDtatny action, a beary fly-wbeti was set in motion by 
Qie altCfiMte devatkn and deprcBsian of ttie working-beaiii. 
Hub waa eftcted by an elastic cotdpaaaaBg lomid a cdhr 
on its axis, one end of whkfa was connected with tbe wnfc- 
b^-benm, wbDe tbe other sui^mted a wogbt. I^e move- 
able collar beii^ (hmisbed with « cGd actiiig in a ratdiet' 
wbed finnly screwed to tbe fly-«tbor. Fhwi this it will be 
seen that the deration of the jHston would give a pn^wr- 
tiobate impulse to the fly, which cooU not be impeded by 
Its aobseqoent depresuon, tbe moveaUe ratobet-wfaed.sl' 
lowing tbe fly to coottnoe Us rotalne n 



Messis. Bkamah and Dickinson, Jan. 15, 1790. 
For an enpne 00 % lotatife prindple. 
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J. Sadler^ Oxford^ Jnne, 10, 1791. 

The above patent, which Mr. Sadler states in his speoH 
fixation to have for its object^ the reducing of the consumption 
of coals^ and consequently the expense of generating steam^ 
appears but little calculated to answer this or any other use- 
ful purpose. Mr. Sadler produced a rotatory motion by a hol- 
low cylinder connected with a boiler, which was driven 
round by the emission of steam from two moveable arms 
turning upon the same axis. 

Francis Thompson, 1793, 

A double-acting engine, for turning machinery by a crank. 
This was effected by employing two cylinders, one inverted 
over the others both pistons being connected by one rod, 
which passed through the upper end of the inverted cylinder, 
where it was connected with the beam, and thus made a 
double stroke. 

R. Street, Chris tchurch, Surtey, May 2, 1794. 

J. Strong, Bingham, Nots. May 31, 1796. 

This patent was obtained for improvements in the piston- 
cylinders and valves, none of which were ever generally 
adopted. 

W. Batley, Manchester, June 28, 1796. 

E. Cartwright, Middlesex, Nov. 11, 1797* 

In this engine the condensation is performed by the ap- 
plication of cold to the external surface of the vessel con- 
taining the steam. This is effected by admitting the elastic 
vapour between two metal cylinders, lying one within the 
other, and having cold water flovring through the inner one, 
and surrounding the outer one. By these means a very 




Appendix. 

thin body of steam is raposed to ibc greatest possible rar- 
t/tee of cold metal. By means of a val\-e in the piston, 
there \i 8 coostant commaDkation at all times between the ' 
condenser and Ibe cylinder, either above or below the pis- 
ton, so that whetber it ascend or descend, the coaden- 
Bstion ia alirays taking place. This mode of coodensaticoi 
also aBbrds an opportunity of snbstituting alcohol in the 
place of water, for working the engine, which could not be 
cfiected where the injection water mixes with the elastic 
vapour; and by the employment of ardent spirit, Mr. 
tirtwrigbt caleohlnt fibat%wia^taiuU, Urn Cad osHDy 
M^loycd nn^t M eipecfad. 

T. BmhRlM* Bh^filiB^ Mar l> I7K; 

Jm.-.  ; '  .r.'i: ... "i; !;■■.; ; i -r il i.iv;' 
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to begaierallr ■doptod. 

J. Dickson, Dockbead, July 14, 1^. 

This engine, like the precedmg, has never been employed 
on a large scale, which may be principally attributed to the 
ur-pvmp and quicksilver, which form an essential part of 
its construction. 

F. Rapozo, Lisbon, Aug. 29. 

O. F. QuEiROK, Waltham Green, Middlesex^ Sept. 1798. 

Mr. Queiroz's improvements cooBist in diminishing the 
friction, in commonicaUng a drcnlar motion, and in a consi- 
derable alteration in the form of the boiler, by diriding it 
into several compartments, by which a greiUer surface is 
exposed to the fire than by the ordinary method, and con* 
seqaently more steam produced by a given qoantity of fuel. 
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J. Wilkinson^ Rotherhithe^ July^ ]799« 

The advantage derivable from Mr. Wilkinson's invention^ 
consists in a closer application of heat to the bottom of the 
steam boiler l this he effects by constr acting it of consi- 
derable lengthy and without any flues round the exterior 
surface. The heat from the flues, passing uniformly along 
the bottom, rises up at one end, and returning by flues 
passing through the water to the other, opens into the chim- 
ney which carries off the smoke. 

M. Murray, Leeds, July 16, 1799. 

With a view to save fuel, Mr. Murray provides the top of 
the boiler with a small cylinder and piston, connected with a 
rack, by means of which the steam within the boiler raises 
up or deprcKses a damper in the chimney. He is thus 
enabled by the increase or decrease of the steam to keep up 
a due proportion between the elasticity of the vapour thus 
generated and the draught of the fire. Mr. Murray's se« 
cond improvement consists in placing the ordinary steam 
cylinder and piston in a horizontal, instead of a vertical 
direction, and by this means a much longer stroke may be 
obtained than in the usual way. He also causes the pistons, 
by their reciprocating motion, to produce a circular motion of 
equal power, and enables the engine to fix the wheels neces- 
sary for producing motion alternately in perpendicular or 
horizontal directions. 

W. MuRDocK, Redruth, Cornwall, Aug. 29, 1/99. 

Mr. Murdock describes his improvements under four heads, 
viz. First, a more equable mode of boring the metallic cy- 
linders and pumps by means of an endless screw worked by 
a toothed wheel. Secondly, by simplifying the construc- 
tion of the steam*vessel and steam-case in engines formed 
on Mr. Watt's principle, which he effects, by casting the 



OTppo**, imi to merits been better known, ft wotild (witk 
some modifications) baye come into more general use. 

P W. Hasb, Saxtborpe, Norfolk, May 14, 1801. 

EA/ler learing tbc cylinder in order to be coudenscd, llie 
_,eam is in this apparetos conducted through a vessel con- 
tuning a number of metal pipes filled with water from the 
condenser. This being surrounded by the steam, imbibes a 
fortk^ ^ itt,<!dodc^ «il«e it faqaitita 

lyai irifHTilii If rlti'iiTr '" '■'"''•-■'■ "-""■■ 

11/] v.: L .;: JL Ufinma, Laedi^ Anvk^VOli ' . ..-:ki mi 

HitiiiUHi tiinp— I,- A» yiwow wmUm'1» i 

liiiiliy tlm(«h« bo^ 4r « 
fnAer«ad •irio be Oudmi^t 

tnfi : lliis is eftcted by biking out the air alone bj> « 
bucket, and the water alone bj another, or l^ an eduction* 
pipe twenty-eight feet long. The seccmd principle is an 
improved method of packing the CTlinder's lid, stuffing* 
boxes, &c. by bringing the moveable parts of each in im- 
mediate contact; this is e^cted I^ placing the necessary 
packing on the upper side of the cylindef Ud, which preventg 
the piston-rod receiving friction from ajij oblique pressare, 
by the Ud beii^ screwed down more upon one Bide than the 
other. 

The two next improvements relate to the constmctkn 
and circular motion of the valres, the uppermost two b^g 
inverted ; and the valve-rods are niade to pasa through the 
reservoirs of oil, or other fluid matter, which effectually pre- 
Tents the air from insinuating itself into the engine. 

The n6xt principle is a new method of connecting the 
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piston-rod to the parallel*-inotion j and the last relates to the 
construction of fire-places, by which the smoke arising from 
the fire is consumed, and made pai*t of the fuel; on this 
latter head, however, Messrs. Brunton, Parkes, and Losh, 
have made considerable improvements, so much so, indeed, 
as to supersede the application of this clause in Mr. Mur- 
ray's patent.* 

J. Bbamah, Pimlico, Nov. 28, 1801. 

In this engine Mr. Bramah employed a four-passaged cock 
for the emission of steam from the boiler, which in this 
case is made to enter into a hollow at the large end of the 
cone of the cock, and to pass away to the condenser by a 
passage at the smaller end of the cone of the cock. By 
this means the metaUic fitting is always rendered perfect, 
the plug being pressed into its seat by the force of the 
steam, acting upon a surface equal to the small end of the 
cock, from which the pressure is relieved. Mr. Bramah, 
also, makes his four-way cock turn continually in the same 
direction, by which means the saHie effects are produced as 
by turning it backwards and forwards, but the wear is ren- 
dered more equable. 

W. Symington, Kinnaird, Stirlingshire, Oct. 14, 1801. 

For a rotatory and other motions, without the interposition 
of a lever or beam* 

J. Sharpbr, Bath, Jan. 28> 1802. 

R. Trevithick and A. Vivian, Camborne, Cornwall, 

March 24, 1802* 

The high-pressure engines of Messrs. Trevithick and Vi- 

J" 

* This patent was, we ' b^Mve, set a«ide by a writ of stire facias instituted 
by his Majesty's Attorney General, at the instance of Messrs. Bonlton and 
Watt, who had preTioosTy practised some things contained in Mr. Murray's spe- 
cification. 
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YiKn, were expressly intended for tlie propetlbg of canities 
upon rail rouds. Wlien employed for this purpose the boiler 
was composed of cast iron of a cylindrical forni. This was 
mounted horizontally upon four wheels, the cylinder of the 
engine being placed vertically in the end. Two connecting 
rods, descending from the cross bar of the piston, were 
then made to communicate motion to the wheels by means 
of a crank ; no fly-wheel being necessary, the momentum 
of the carriage carrying the cranks past the lines of the 
centre. 



M. MuHKAY, Leeds, Yorkshire, June 28, 1802. 

This patent, which was for a portable engine, combining 

some of the most useful of Messrs. Boulton and Watt's 

inventions, was at their instance repealed in the following 

year. 

T. Saint, Bristol, Dec. 21, 1802. 

The principle of this invention may be thus described: 
at the bottom of the boiler an opening is made nearly as 
large as the flue; on this opening is fi.xed a tube, through 
which a communication takes place between that part of 
the fire-place in which the flame rises or circulates, and the 
interior space of the boiler in which steam is produced for 
the supply of the engine. This aperture may remain open, 
but Mr. Saint recommends the application of a safety-valve 
ao placed that no part of the heated air contained within the 
boiler shall be permitted to escape through the opening, but 
that the flame from the furnace may be admitted as often as 
a reduction in the elasticity of the compound steam will ad- 



M. BiLLiNGSLEY, Dec. 22, 1802. 

The usual mode of perforating and finishing cj'Iin( 

through the agency of an horizontal apparatus Impelling the 
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borer hi a vertical direction, is upon many accbnnts incon- 
venient, tbe-simd and borings occupying one side of the cy-> 
finder, and wearing aWay the edges of the cutter. By the 
application of Mr^ Billingdey's apparatus, this process, is re- 
Versed by causing the borer to revolve in an horizontal direct 
tion, and thus allowing the sand &c. to fall freely to the lowef 
opening in the cylinder. In this method^ the finishing part 
of the cutter is employed upon a clean face of metal, and 
not being encumbered with the cuttings, the borer goes 
completely through,^ without any attention being necessary. 

J. Leach, Merton Abbeys April 7> 1803. 

A. WooLF, Wood Street, Spafields, July 29, i803. 

An account of the above patent for an improved mode of 
Converting w&ter or other fluids into steani, will be found 
prefixed to the description of Mr^ Woolf 's engine. 

Bi tooNKiNj Dartford, August d, 1803. 

A rotatory motioii is hei'e produced by the application of 
steam below the surface of a vessel of water, containing a 
bucket-wheeij the elastic fluid acting upon each bucket m 
succession. These, when filled with and rendered buoyant by 
the steamy will ascend with considerable force, carrying with 
them any other movable apparatus to which they may be 
attached. 

W. FREEMANTLEi HoXtOU, NoV. 17, 1803. 

I'he first improvement described by Mr. Freemahtle in 
this specification^ consists in mtiking the steam cylinder or 
cylinders in such a manner that the diameter of the bore 
shall be about equal to the length of the stroke, by which 
means the friction will be considerably reduced. 

Another part of Mr. Freemantle's invention is an universal 
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th& vec(^ till the equilibriam is restored ; "and wlieii theT 
pistoh ascends again, the barrel will not only be [Supplied by 
the pipe^ but also by the air-vessel. 

R. WiLLcux, Bristol, April 30, 1804. 

The improvement for which this patent is taken out, con- 
sists in lessening the consumption of fuel by the application 
of vapour in a high state of elasticity ; and in an addition to' 
the chimney flue of a furnace, by which the descent of the 
smoke and heated itiatter to a lower level than that of the 
fire-pl&ce is regulated and adjusted at pleasiure. 

As the caloric which escapes by the chimney in various 
manu&dtories is very considerable, and, according to Mi*. 
Willcox, more than sufficient to work an ordinary steam en* 
gine by condensation, he finds it most advisable to load the 
safety valve, and construct the engine of the requisite strength 
to bear an elastic action of from fifteen to oifie hundred and 
fifty pounds on the inch ; and in this manner the machine is 
worked by its elasticity only. By this application of the steam, 
the patentee states that the power of a four-inch cylinder 
may be made to equal that of one twelve times its diameter. 

Among the advantages derivable from the use of this en- 
gine, it is said that the constant heat of the cylinder and 
the pipe that leads to it, which can nevef come in contact 
with the cold water, and the increasing heat of the water in 
the cylinder, which soon aicquires a high temperature, and 
then continues its place, by its diminished specific gravity, 
must tend in the highest degree to prevent a wasteful con- 
densation of steam. 

A. WooLF, Wood Street, Spafields, June 7> 1804. 

This engine is in many respects similar to Mr. Horn* 
blower's, with the addition of employing steam of a high 

*b2 
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preasnre, and in proportioning the capacitica of the two ej' 

liiideiTf to tlie increased expansibility of the elastic fluid, ac- 
cording to liis table. Mr. Woolf, in bis specificutioD, states 
that he baa ascertained by actual experiment that steam 
acting with the expansive force of four pounds upon the 
square inch, af^ainst the safety valve, exposed also to the 
weight of the atmosphere, is capable of expanding itself to . 
four times the volume it then occupies, and would still be 
equal to the pressure of the atmosphere j so, in like manner, 
quantitica of steam of six, seven, eight, &c, pounds the 
square inch, can expand themselves to S)x,seven,or eight times 
their volume, and still be equal to the atmosphere, or capa- 
ble of producing a sufficient action against the piston of a 
steam engine, to produce the upward action in Neivcomcn'a 
atmospheric engine. 

An engine constructed on Mr. Woolf 's plan, must have two 
steam vessels of difTcrent dimensions, according to the tem- 
perature, or expansive force, to be communicated to the 
steam. Each steam vessel should be furnished with a piston, 
fitting air-tight, and the smaller cylinders should have a 
communication both at top and bottom with the boiler which 
supplies the steam, capable of being opened and shut during 
tlie working of the engine. The top of the small cylinder 
having a communication with the bottom of the larger cylin- 
der, and the bottom of the smaller with the top of the larger, 
with proper means to open and shut these alternately by 
means of cocks and valves. A cominnnication should also 
be formed by the same means between the larger cylinder 
and a condensing vessel, into which a jet of water is ad- 
mitted to render the condensation more complete. 

When the engine is at work, steam of high temperature is 
admitted from the boiler, to act by its clastic force on one 
side of the smaller piston, while the steam which badJM* 
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'moved it bas a communication with the larger steam vessel, 
now moving towards that end of its cylinder which is open 
to the condensing vessel. 

If both pistons end their stroke at one time, and both are 
placed at the top of their respective cylinders, ready to de- 
scend, then the steam entering above the smaller piston will 
carry it downwards 5 while the steam below it, instead of 
being allowed to escape into the atmosphere^ will pass into 
the larger cylinder above its piston, which will take its down* 
ward stroke at the same time with the piston of the smaller 
cylinder. Both pistons having thus reached the bottom of 
their respective cylinders, the steam is to be shut oflF from 
the top and admitted to the bottom of the smaller cylinder, 
and the communication opened between the top of the 
smaller and the bottom of the larger cylinder ; the steam 
which, in the downward stroke of the engine, filled the 
larger cylinder, being now open' to the condenser, and the 
communication between the bottom of the large> cylinder 
and the condenser shut off, and so alternately admitting the 
steam to the dijfTerent sides of the smaller piston, while the 
steam last admitted into the smaller cylinder passes alter- 
nately to the different sides of the larger piston, the top and 
bottom of which are made to communicate alternately with 
the condenser. 

J, Rider, Belfast, March 26, 1805. 

The improvements described in this specification consist, 
first, in lining the steam-cylinder with a soft metal, similar 
to pewter, of a sufficient thickness to admit of finishing its 
inner surface by draw-boring, &c. j secondly, iii applying a 
hollow piston-rod, answering the purpose of an eduction- 
pipe ; and thirdly, in the order of opening and shutting the 
valves. The last and most important part, however, of 
Mr. Rider's invention requires a more particular descripticn. 



02^ jfpp^fi^. 

Upon an horizontal arbor, whUrb may b« denoxmnated the 
main arbor, are placed tbree wheels, a driim or barrel, and a 
pinion r one of these wheels, that is to say the main wheel, is 
fitted by means of a socket upon the main arbor, so as to 
reyolre upon its axis, and ho^ teeth both upon the exterior 
and interior periphery of its rim. Within the circle of the 
interior cogs of this wheel a pinion is fixed to the arbor, its 
diameter being on^-third of the interior diameter of the 
main wheel. The moveable barrel turns freely upon jtbe 
main arbor, and it carries a cord, with a weight hanging at 
its end similar to a clock-weight. Be^ide^ this the ends of 

m 

the barrel are pierced with two brifices, each at about half 
Ithe exterior radius of the main wheel from the arbor ; the^e 
apertures serving as pivot-holes, wherein an arbor' turns, 
carrying a wheel, of which the diameter and number of 
teeth are equal to those of the pinion : the latter wheel may 
be called the barrel-pinion ; its teeth work in the teeth of 
the pinion, and also in th^ interior teeth q{ the main wheel. 
By these means the barrel may be turned round upon the 
main arbor, while the arbor itself is turned by the piqion. 
The exterior teeth of the main wheel turn the pinion of a 
scapemcnt-wheel and pallets. Ne^p one end of the main 
arbor there is a ratchet-wheel apd click ; and near the other 
end a wheel, which is acted upon by an endless serew upon 
an'horizontal shaft, worked by the usual motion of the en- 
gine. This arrangement $erves to regulate the rate of the 
engine's motion ; for the turning of the worm-wheel, last 
described, causes the weight to be raised which hangs to the 
cord winding upon the barrel ; and this weight is connected 
to one end of a lever, the other end of which is attached to 
the steam valve, so that its elevation depends upon the 
height to which the weight is raised. The aperture of this 
valve is formed like an inverted cone ; and while this vah-e 
shuts and opens twice at every stroke, the lever does noli 
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prevent «Qch opening an4 shutting, but merely limits the 
.extent of the opening by the action of a rod connected with 
it;; so that when the -weight is highest, the valve is least 
opened, and vice versa. Little power is lost by these means, 
and the speed of the engine can be accurately regulated by 
adjusting the length of the pendulum to the arrangement of 
^eeth in the wheelskand pinions. 

J. HoRNBLowER, Peuryu, Ma^rch 26, 1805, 

This -steam wheel whichxliffers considerably from Mr.Hom- 
Uower's prior patent for a rotatory motion, consists of three 
principal parts : The external circular case, which is shaped 
like a globe, from which about forty degrees are cut off at 
.each pole ; secondly, a partition which divides the case into 
two }>arts transversely in the plane of its axis ; and thirdly, 
the moveable or circulating parts which are analogous to the 
piston in the common steam engine. To form an idea of 
these last, we must conceive an hollow nave attached to an 
horizontal axle, which nave is pierced with two pair of cir- 
cular holes on its cylindrical surface, each pair corresponding 
at opposite sides to each other; through these holes pass 
radii, moveable round their own axis for one-half a circuit, 
■to which are attached flat quadrants, placed so that the 
planes of those at opposite sides of the nave should be at 
right angles to each other. By this aiTangement, when one 
of them is placed »o that its plane shall be at right angles to 
the axis of the nave, the plane of the other will coincide with 
that of the axis. In the partition which forms the second 
principal part of the engine, are two cavities at opposite 
sides of the centre, one of which corresponds exactly to the 
shape of the greatest surface of the quadrant; the other is 
much smaller, and only admits the quadrant edgeways; 
these cavities are continued in a sort of case of the sam^ 
shape, for onc<-fourtb of the circle on each side, by wbigh 
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means there ore always two of the (jaaxlraiitB, or^ gre3 
part of them, working in each cavity at tlie same time. 
The (]uadrants ai-e made hollow so as to admit of their beiag 
stulTcd at their edges, as is also the recess in which they 
circulate. 

From this it will be seen that the axlernal circular case 
is divided by the partition and the qnadrantular pistons into 
two separate chambers, each steam tight ; into one of these 
chambers a pipe is conveyed from the boiler, and from tbe 
Other chamber another pipe commuuicates with tbe conden- 
ser; nowas the quadrant which occupies the greater cavity of 
the partition opposes a much greater surface to ibe pressure of 
tlie steam than that which lies edgeways in the smaller cavity, 
it will be forced forward towaids the cold chamber, in 
which, when it is arrived, it meets a sloping block so shaped, 
that in passing it it is turned round one quarter, or so as to 
be at right angles to its former position, and thus enters the 
smaller cavities edgeways, while by the same movement the 
opposite quadrant is turned flat across the entrance of the 
larger cavity of the partition, and on entering it is impelled 
in its turn by the steam, as before described. The axis, or 
arbor, on which the nave is fixed, which sDstains the qnad- 
rants, passes through the outer ca^ in an bcmzontal direo^ 
tioDj and to its extremities are to be fixed those wheels 
which are to give motion to the machinery required to be 
'irorked by the steam-wheel. The outer case is fixed in a 
vertical position, and has a flat plate cast at the part idt 
tended to be lowest, by which it may be bolted to^the floor 
of the building in which it is erected. It is formed so as to 
separate into three horizontal sections, the middle one of 
which is for the purpose of admitting and properly fastening 
the partition with its stuffing boxes ; the - uppei' section 
wrres as a lid, and al] are secured to each other by flan<^e; 
flpd screws. 
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W. Earlb, Liverpool^ March 26^ 1805, 

J. C. Stkybns, May 31, 1805. 

This potent is for a high-pressure boiler, resembling Mr* 
Woolf's; it n)ay be thus described. Suppose. a plate of 
brass, of, one foot square, in which a number of holes are 
perforated, into each of which is fixed one end of a copper 
tube, an inch in^diatneter^ and two feet long, and the other 
.end. of the tube inserted in like manner into a siipilar piece 
of brass : these are to be enclosed at each end of the pipe$ 
b^ a strong pap of metal so as to leave a small space between 
the plate and cap. The necessary supply of water is then 
to be injected by means, of a forcing pump communicating 
with ope of the <^aps, while the steam is conveyed from 
the other to the required point. 

A. Brobib, May 31, 1805. 

The cast-iron boiler invented by Mr. Brodie, may be con- 
structed of any dimensions, and the iron plates of which it is 
composed are made with flanges of the required size, and 
put together with rivets and screws. To prevent the boiler 
giving way by the force of elastic vapour, it is strengthened 
by wrought-iron stays, and the vessel thus made is supported 
by iron 1^, so that the fire is allowed to communicate with 
the whole of its lower area without being connected with 
the brick work with which it is usually surrounded, 

James Boaz, Glasgow, July 2, 1805. 

This patent is for an improvement on Savery's engine, 
which Mr. Boaz effects by separating the steam from the 
water to be raised. For this purpose he employs a floating 
piston uppn Papin's plan, and such an arrangement of the 
forcing pipes that the repellent force 6f the steam is always 
acting upon the same body of water. 
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A. WooLF, Spafields, July 2, 1905. ' 

To prCTeiit the danger uttendant on the use of Mr. 
WooU't; high-pressure engine, he in this patent recom- 
mends the use of oil, or the fat of animuls placed iq the 
receptacle, which in his former patent contaiaed steam of 
great elasticity. The vessel employed to coulaiu these 
fluids forms a complete case or covelope to the working cy- 
linder, so that the whole is maintained at one uniform tem- 
perature, which is to be kept up by a fire under or round 
the receptacle. By this arrangement, the necessity of em- 
ploying steam of a great expansive force is obviated, and 

■tfrnrnM: ». owpyMfa^ ^m M i ut mH im u rj|iip. .y> <» *w<ii 
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double-action steam engines he efiects tbU by employing, 
upon or about the piston, a column of mercury of an alti? 
tude equal to the pressure of the ste^m. In ivorking the 
single engine, a less considerable altitude of metal b re- 
quired, because the steam always acts on the upper side of 
the piston J and in this case oil, or the fat of animals, will vi- 
ewer the purpose sufficiently well, and at much less cost. 

W. Dbverku,, Blackwall, August 2, 1806. 
This specification describes an improved construction of 
the fire-place, an improvement in the cold water pump, and 
a saving in the method of applying the steam. The prin- 
cipal of these is that of connecting the steam-boiler ^vith 
three iron cylinders, filled with water instead of placing it on 
brick work. In describing the peculiar advantages resultiiig 
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froiQ this part of the invention, Mn Deverdl says, ^^ (n the 
present mode of setting boilers, the brick work underneath 
them is attended with frequei^t repairs, owing to the action 
of the fire upon them ; nor is this expense the only incon- 
venience : the whole conceiii is, for the time that they are 
repairing, completely stopped/* These inconveniences Mr. 
DevereU proposes to remedy by the adoption of metallic 
supports for tl^e boiler* 

A& a more economical mode of applying the steam, Mr. 
Deverell, like Mr. Woolf, proposes to have two working cylin^ 
ders placed near to one another, each having a pipe of com-^ 
munication, with a large vessel in which the steam, after pass-* 
ing from the small cylinder, is sufTered to expand itself before 
entering the large cylinder. The pistons in the two cylinders 
work alternately up and down by means of valves or cocks, 
opening and shutting as in the common engine. Suppose 
the small piston has made a stroke, and a passage is opened 
to the steam vessel at the end of the stroke ; at first b^in- 
ning to work the engine the vessel will be full of steam Qf 
about eighteen pounds pressure, admitted from the boiler, 
but afterwards will only be supplied by the steam thrown in 
from the small cylinder. If the steam in the boiler be of 
forty-four pounds pressure per square inch, the ratio of the 
two working cj^linders may be as one to three, for then 
the smj^Iler one will supply the larger with steam of about 
eighteen pounds pressure. 

The improvements thus effected consist in a saving of the 
pressure of the atmosphere, and in the steam which would 
otherwise be dischai^ed and useless going from the smaller 
working cylinder to the steam vessel, and from thence to the 
larger working cylinder, from which it is afterwards drawn 
off and copdensed. 
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S. MiLLBB, GresBC Street, St. Pancrfts, Oct. 30, 1605, 

J. TftoTTEH, Soho Square, Nov, 14, 1805. 

A. Flint, Northampton Street, Not. 16, 1805. 
Th'iB engine, wbicli may be used either as on hydraulic ma- 
chine, and impelled by a continuous stream of water, or u a 
rotative steam-engiiie, consists of tivo hollow cylinders, one of 
which is so much smaller than the other that it may lie witbin 
it. Theyarebolli to be turned true, and placed concentricallyi 
they are also furnished with flat steam-tight tops and bot- 
toms, either cast with them, or fastened by screws. Tim 
inner cylinder has a partition in its middle parallel to its top. 
U revolves within the outer cylinder, and has a pipe passing 
through the centre of its top and that of the outer cylinder, 
from its upper division, in the latter of which tops it is 
made steam-tight by stuffing boxes. This pipe commu* 
nicntfis with another, that passes to the boiler, huving the 
parts in contact with it also made steam-tight so as to admit 
of its circular motion. Another j^pe, in a similar manner, 
passes from the lower division of the inner t^linder throi^ 
the bottom of the outer cylinder, to form a connection widi 
the condenser. 

From the side of the inner cylinder projects a piece simihff 
to a piston, which fills the section of the cavity in the line of 
the radius, between the two cylinders : tbb rectaogalar 
piston is so contrived, that it may be staffed round the 
ec^es and be made steam-tight. 

The outer cylinder has two semi^cylindrical cavities cast is 
its sides opposite to each other, with their open parts turned' 
inwards ; each of which is of sufficient size to admit within it 
a portion of a smaller cylinder, which is placed upright be- 
tween the two lai-ge cylinders. Is these spaces are placed 



talvea^ wMcfa retire ulternately into the lateral catitie» of the 
outer cylinder to admit the piston to pass by them. These 
valves consist each of the segment of a cylinder of the 
height of the inner cylinder, connected with a circular top 
and bottom, turning on centres | and an axle from each 
passes through the top of the outer cylinder, through steam^ 
tight joints^ by Ivhich it may be turned round from without. 
At one side of the piston a perforation is made into the 
upper cavity of the inner cylinder to admit the steam ; and 
at the other side of the piston a similar perforation is made 
into the lower cavity of the inner cylinder to form a com- 
munication with the condenser. An arm also projects from 
the revolving steam-pipe, which as it moves round strikes 
against other arms prcgecting from the axles of the valves^ 
and opensi ti^em in succession, while connecting rods passing 
between the arms of the valves and other arms, are so ar- 
ranged as to close one valve when the other is opened. Hbe 
steam being now admitted will pass on from the steaip-pipe 
through the upper cavity in the inner cylinder, to the space 
intercepted between the two large cylinders, the shut valve^ 
and the piston, and will impel the piston round till it has 
passed the open valve ; after which the revolving arm before 
mentioned closes the open valve, and opens the shut valve, 
which operation is successively repeated^ In the mean time 
the confined steam enclosed in the space first n>entioned, 
escapes at the opening of the valve into the lower cavity of 
the inner cylinder, and from thence to the condenser, and 
thus maiotuns that inequality of pressure at the opposite 
sides of the piston which causes it to revolvei* 

R. WiLLcox, Lambeth, May 21, 1806^ 

Mr. Willcox's improved steam engine consists of an outer 
fixed cylinder, and an mner revolving one, each furnished 
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with pallets or Cocks, which in passing each other Are tAoved 
so as to recede from each other's way ; but in other parts of 
the cucle they project so as to traverse the space between 
the two cylinders, and form steam-tight partitions, one of 
which being fixed, and the other moveable, tlie steam forces 
the latter round, and with it the fnovcable cylinder, the axis 
of which gives motion to the machinery for which the en- 
gine is erected. On one side of the fixed pallet is' a valve, 
which by a pipe communicates with the boiler, and on the 
other side is placed a second valve which lead* t6 the con- 
denser; The ends of the cylinders are made steam-tight by 
rings which press the packing against them ; and the edges 
of the pallets are made steam-tight by the intervention of a 
hempen cloth. That part of the surface of the cock which 
comes in contact with the revolving cylinder, has a groove 
cut down it, into which a piece of metal is fitted, that is 
pressed against the cylinder by screws, so as to come in 
close contact with the revolving cyhnder. In cases where 
this engine is employed to raise or give motion to any fluid 
introduced within its interior chamber, the effects produced 
will be similar to those of a lifting or forcing pump, and it is 
likewise applicable to all engines which operate by giving 
motion to fluids. 



R. DoDDi Change Alley, London, June 6, 1806. 
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W. Nicholson, Soho Square, Nov. 22, 1806. 
The method in which steam is directed to he applied in 
the specification of this patent, is similar to that in which 
water acts in the ancient instrument called the water-blast, 
and in the same manner will impel forward air, or any other 
gaseous substance, in contact with the perforations of the 
tube through which it passes. The apparatus emplt^ed by 



Mr. NicholsoD consists of a boiler^ from the t<^ of which a 
horizontal tube passes in a direction perpendicularly over the 
centre of an air receptacle, when it bends downwards for a 
email distance, that the current of steam proceeding from it, 
may enter a vertical pipe beneath it, the lower end of which 
passes a little way underneath the water, with which the air 
receptacle is about hdf filled. Hie use of the water in the 
air receptacle is by condensing the steam to separate it from 
the air, so that the latter mdy pass on freer from any aqueous 
mixture than it otherwise would. A way is described of ap- 
plying this Operation of steam, in forcing air forward, to aid 
the Water-blast, in which the water is made to pass through 
the side apertures of the descending pipe from an external 
vessel, while the air pressed forward by the steam, passes 
down a pipe which enters a small way into the upper part 
of the same descending pipe. 

H. MAimsLAY> Margaret Street, Cavendish Square, 

June 13, I8O7. 

These improvements, as will be seen by refei'ence to the 
plate and description, consist iii reducing the number of 
parts in the common steam engine, aiid so arranging and 
connecting them as to render it more compact 8£nd portable. 
This is eflFected by employing metallic frames, beams, &c. 
instead of wood, brick-work, and other materials usually ap- 
plied to that purpose* 

T. Preston, Tooley Street, BoroiTgh, Jan. 26, 1808. 
A new method of setting boilers. 

T. SMiTHy Bilstony Staffordshire^ June 3^ 1808. 

T. PatcB, Bilston, Aug. ^4, 1808. 
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T. Mbad, Yorkshii-e, Aug. 24, 1908. 
This patent ia for a rotative engine, and the inventor 
employs two moveable pistons which alternately revolve 
round their axes or centres. To effect this, two circular 
plates or shells of metal are made similar in their construc- 
tion, each of which has a flanch and a semi-circular cavity 
formed for the reception of the pistons. A hollow part 
is also formed round the centre of eacii for a small cir- 
cular plate to tuni in; and near the edge of this recess 
u small groove is made containing the requisite packing wad- 
ding, &.C. On the outside of each of the metallic shells 
there is a hollow pipe or boss for the reception of two spin- 
dles that pass through them. Two holes are also made 
through one of the plates for the insertion of pipes, one for 
the puqtose of conveying steam into the shells, and the other 
for conducting it from them into a condenser. One of the 
shafts or spindles is made hollow, to permit the other to pass 
through it. To the lower part of each of these shafts a pis- 
ton is fixed ; and each has also attached to its upper part an 
arm with a friction-wheel near its outer extremity. Whentbfl 
pistons are put in motion the friction-vbeels work ih, and 
communicate motion to the fly, and other app&Yatus to be 
impelled. 

J< P. Fasbnmbybb, St. Clement Danes, June 15, 180d^ 

E. Lane, Shelton, Staffordshire^ Aug. 9, 1809. 

W. C. English, Twickenbam, Nov. 2^ 1809< 

W. Noble, Battersea, Dec. 14,; 1809. 

S. Clbgg, Manchester, July, 26, 1809. 
For a rotative engine, the piston of which makes a complete 
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tevolation in a channel at a -distance from the centt*e of nKH 
tion. Although this apparatus is exempt from some portion 
of the friction inherent in engines on the rotative constmction, 
it still remains mote considerable than Mr. Clegg seems to 
suppose. The difficulty also of making such an extent of 
$urfac€i air-tight^ and the liability of sotne of its parts to de-* 
raugement^ appear great drawbacks upon its utility. 

R. WiTTY^ Kingston-upon-Hull^ Feb. 12, 1810. 

This invention consists in making, arranging^ and <;on:^' 
bining the reciprocating rectilinear motion with the rotative 
in such a manner that the steam-cylinders, with pistons 
moving in them in a rectilineal direction, do at the same time 
turn upon u horizontal axle or shaft. To effect this the pa<» 
tentee employs four cylinders fixed at right angles to each 
other on a hollow nave or axle^ by means of screw-bolts } and 
the pistons working in these cylinders are made tight at their 
e:Ktreme ends by the usual packing. These pistotis, which 
are firmly connected together in pairs, by reciprocating rods, 
must be made of such a weight, that a vacuum in one of the 
cylinders may easily raise them both together in a perpendi- 
cular direction. An axle which is fixed horizontally is ground 
ur-tight into the hollow nave, like the key of a cock, with 
two ducts or tubes' in it; one of these tubes is placed at the 
upper side of the axle, and is connected with the steam-pipe ; 
the other is fixed on the opposite side, and joined to the 
pipe that leads to the condenser. Each cylinder is made to 
communicate through the hollow shaft where the two ducts in 
the fixed axle (which resemble two water ways in a cock) 
correspond with each other, and at each half revolution the 
holes in the bottom of the cylinders open alternately into 
these two ducts. The hollow shaft must be made of sufficient 
length on; each side of the wheel to adiA.it of being supported 
in brass pivot holes. The cylinders and pistons being thus ar- 
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like taPD^i-eqiieli^ ei-kirili^^o^diecioiilBHiM^ 
tike workiiq^ cyfinder^ the Vmer rim of wliich is Aomt "tte 
same distance from the bottom of the endoaing cylinder a» 
the sides of the two cyHoders are apart 

Into the eaclosii^ cylinder such a quantity of oil or fit is 
pot, as shall^ when the piston is at its greatest he^ht in die 
working cylinder, fill all the qpace beneath it, and also fiHtfie 
enclosing vessel to the height of a few inches above the lower 
rim of the working cylinder. A small qoantity of chI isako 
poored in above the piston. . If the engine is to be opes to 
the atmosphere, the enclosing vessel has a commnnicalion 
wiUi the boiler aibove, which, when opened, causes the o3or 
fat to ascend beneath the piston as it rises; and when the pas- 
sage to the boiler is closed, and that to the condenser opened, 
the pressure of the atmosphere forces the oil back i^;ain info 
the enclosing vessel. In a cUxed or double engine^ the oobh 
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timnicattQDs from the boiler and condensfer are to be to t\\t 

fop of the working cylinder, and to the bottom of the eneio - 

sing vessel. In the event of evapoi-atipn; means are to be 

provided by cocks,' or va(ve»^ and a spring-pump, to keep 

the oil at a due height over the piston. By thus interposing 

6il between the piston and i$team, both above and beneath, 

a considerable saving of steam, and consequently of fuely is 

effected^ 

R. Wrrfy, Kingstoh-upon-Hull, 6ct. 30, 1811; 

This specification describes several improvements^ On a prior 
patent obtained by Mn Witty. They consist principally in 
hiaking the piston draw or force round the mafchi/iefy t6 be 
tvorked by it, whilst itself moves both in a rectilinear atnd 
rotatory direction in a cylinder or steam-vessel^ which vkSQ 
revolves upon an axis. 

To admit the action of the steam, and of the condenser; m 
the revolving cylinder, its axis is bored lengthways in tw6 
places, S.O as to form two passages, each of which communi* 
cates by lateral pipes with the end of the cylinder opposite 
to the side of the axis in which it lies ; the extremity of this 
perforated axis is formed of a conical shape, and turns in a 
box madei to fit it^ hi the same manner that the revolving 
part of a common cock turns in it^ barrel; From the uppet* 
part of this box a pipe passes to the steam-^boiler, and from 
the lower part another pi|)e proceeds to the condenser, and 
lateral aperture^ arc made through the sides of the axle to 
ihe two passages within it^ which, as the axle turns, alter- 
nately communicate with the steam-pipe and the pipe of the 
condenser Id the box,* in the same manner as a two-^way cock 
is made to act. 

Several principles are mentioned by the patentee, on which 
the cylinder prepared as above, can force itself round ; which 
are all of the natute of crank or cardioid motions. The first 

*c2 
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of these prfnci|Tles stated l>y the patentee effects a rotntory 
movement by the action of a moving groove on a fixed cen- 
tre; which groove is placed at right angles to the cylinder, 
in a frame that is connected with piston-rods proceeding from 
the opposite ends of the cylinder, and of course partakes of 
their ulternnting motion. Another principle consists in the 
ot>eration of the ends of piston-rods, proceeding from the 
opposite extremilics of the cylinder, on the outside of the rira 
of a lai^c wheel, whose cpntre is placed at the distance of 
about half the stroke of the piston from the axis of the cylin- 
der. The rim of the wheel projects so as to extend to the 
line of the piston-rods, which are bent round to support fric- 
tion wheels outside it, that alternately come in contact with 
steps on the rim, and by them force round the wheel, by a 
motion similar to that which levers would causCj when made 
to press alternately on the outside of a heart-wheel. 

C. Broderif, Great Poland Street, Nov. 2, 181 1. 

R. W. Fox and J. Lean, Budock, near Falmouth, Dec. 10. 
1812. 
The two principles on wliich the patentees profess to btve 
founded their improvements upon furnaces, are, Fii-st, Tbrt 
an artiiieial blast wilt produce an equal quantity of heat vriUl 
one-fonrth less fuel than the usual open draiigjit; and. Se- 
condly, That the separation of that part of the boiler, which 
is immediately over the fiie, will permit steam of a hi^er 
temperature to be collected, which might be advantageoasly 
applied in its passage to a lower temperature. In this con- 
struction the air for the consumption of the furi is nut per- 
mitted to enter tbe'lower parts of the fira-pUce in the osoal 
way, but is injected or forced tbroagb openings by machiueiy 
attached to the steam engine. 
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W. CHAPMAH^1\furton House^ Durham^ Dec. SO^ 1812. 

In this patent a moveable chain is employed to impel car^ 
riages upon a plain road instead of the crank usually applied 
to the carriage wheel. Mr. Chapman also employs an addi- 
tional number of wheels for the support of the carriage^ by 
which means a considerable saving in the cost of the rail-way 
^s eflfe^ted. 

W. Brunton, Butterley, Derbyshire, May 22, 1813. 

-. The pedestrian apparatus or walking machine described 6y 
Mr. Brunton, is constructed to obviate the necessity of em- 
ploying an iron rail or carriage way. This he attempts to 
effect by the use of metal legs occasionally raised and de- 
pressed by the power of a steam engine similar to the motion 
of the human franle, when in the ^ct of walking. That this 
however is not considered sufficient, even by the patentee, 
we have abundant proof, and the specification contains a de-p 
scription of various modes of connecting the machine with an 
indented rail, &c. any of which are in the full as expensive 

%9& the common cogged wheel add tooth track road employed 

^ \>s Mr. Blenkinsopf 

R, DuNKiN, Penzance, Jan. 30, 1813. 
IPor lessening the consumption of steam and fuel. 
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R. Witty, Kingston-upon-HuU, June 5, 1813. 

J. Barton, Tufton Street, Westminster, Nov. 1, 1813. 

J. White, Leeds, Dec. 14, 1814. 

W. A. Noble, Riley Street, Chelsea^ March 23, 18J4. 

J. U. Rastrick, Bridgnorth, SaIop«. April 1, 1814. 
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^ T. TiNDJO-L, York, Juue 18, 1814. 

For improvements in the application of steam to the pro- 
pelling of carriages. 

B, DoDD and G. Stephenson, Killiiigworth, Northumber- 
land, Feb. 28, 181ft. 
For improvements in the construction of locomoljvp 
enguies. ^ \ 

W. LosH, Northumberland, April 8, 1815. ^^^ 
The first object to be attained by the adoption of this par 
tent is a considerable saving in the consumption of fuel em- 
ployed in healing the boiler. This the patentee proposes to 
effect by employing two furnaces, and thus preventing the 
usual current of cold undecomposed atmospheric air front 
passing along with the heated gaseous matter. MTien the 
atmospheric air in this undecomposed state comes in contact 
jvitb iron, and some other metals at a high degree of heal, it 
has the effect of oxidating their surfaces, both by its own de- 
composition, and by that of the water which it always <M- 
ries with it ; and those oxidated surfaces separate in succes- 
sive coats of scales, till hy degrees, thp metal is entirely cox- 
rodetl away, so tb^t by the aijoption of Mr. Losh's plan, a 
con^derable saving in the expense of repairs and loss of time 
in replacing the boiler is effected. 

M. BiLUNGSLEX, Bradford, Yorkshire, April 20, 1815. 

R. Trbvithich, pambronc, Cornwall, June 6, 1815. 

In addition to the packing usually employed in the higfa- 

prftSSure en^ne, Mr. Trevithick introduces a column or ring 

of water, which running round the piston renders the whole 

ur-tight. By this means he avoids a great proportion of the 
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usual (rictioD^ a very moderate degree of tightness in the 
packings being in practice found sufficient to prevent the pas- 
sage of so dense a fluid as water. The second part of this 
invention consists in causing steam of a high temperature to 
spout out against the atmosphere, and by its recoiling force 
to produce motion in a direction -contrary to the issuing 
stream, similar to the motion produced in a rocket- wheel, or 
to the recoil of a gun, by which means a rotative action is 
produced. Mr. Trevitbick also describes three other improve- 
ments on the high-pressure engine, the latter of which, though 
only applied to nautical purposes, is by far the most impor<» 
tant. It coFisists in employing a spiral worm or screw si- 
milar to the vanes of a smoke-jack, which being made to 
revolve at the head or stern of the vessel, produces the re-^ 
/juired motion. 

J, T. Dawes, Bromwich, Stafrord> Feb. 6, 1816. 

The parallel motion usually employed is in this engine ren- 
dered unnecessary by the immediate application of the piston 
to a crank, whose arbor supports the fly-wheel, and commu- 
nicates motion to the connecting apparatus* 

G. F. Mu)4Tz, Birmingham, March 2, 1816. 

For a naethod of abating, or nearly destroying smoke, and 
of obtaining a valuable product therefrom. 

A. Rogers, Halifax, March 23, 1816. 
For an improved method of setting boilers. 

W. Stenson, Coleford, April 9, 1816. 

G. BoDLEY, Exeter, April 27, 1816. 
For an engine to work either by steam or water, 
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J. Nbvillk, Northampton Square, Aug. 14. 1816. 
For a Dew and improved nictliod of generating steam. 

W. LosH, Newcastle-upon-Tyne, Sep, 30, 1816. 
That part of Mr. Losh's patent which relates to the loeor 
motive engine, consists in an improved mode of coimecting 
and snpporting the apparatus by means of pistons workii^ 
iii steam-tight cylinders, vk'hicb answers the purpose of » 
spring carriage, and produces a conUnued equilibrium in the 
various parts of the engine. 

G. Mainwabing, Marsh Place, Lambeth, May 22, 1817- 
This invention consists in conveying the steam (after leav- 
ing the cylinder in order to be condensed) through a passage 
or passages surrounded vpith water supplied from the hot- 
well. In these passages are fixed a number of metal pipes 
or tubes which are filled with water from the surrounding 
casings, and which has its temperature increased by contact 
with the steam passing to the condenser. The water thus 
heated is conveyed by a force-pump tO'the boiler, and a coa< 
siderable saving of fuel ts thus effected, 

John Oldham, South Cumberland Street, Dublin, Oct. 1(^ 
1817- 
For an improvement ip the mode of propelling vessels by 
the agency of steam, 

Moses Pools, Lincoln's Inu Old Squu«, Dec. 15, ISl^i 

William Moult, Bedford Square, London, Jan. !.'>. 1818. 

John Scott, Pengo Place, Sarry, Jiin. 23, 181^. 
For an improved mode of propelling steam-boaU, 
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John Munro, Finsbury Placc^ Middlesex, lF*eb. 12. 1818. 

Joshua RouTLBDGB/Boltpn-lc-Moor, Lancashire, Feb. 27> 

J818. 

For improvements upon the rotatory engine. ' 

William Church, Clifton Street Rnsbury Square, April 8. 

1818. 

Thomas Jones and Charlss Plimley, Birmingham, May 7^ 

1818- 

In this specification the patentees describe an apparatus 

intented to operate either as a blast or steam engine, and the 

piston is rendered air-tight by means of a column of water. 

• » ^ •  •  
John Mal4m, Marsham Street, Westminster, Aug. 5, 1818* 

3iR William Congrbve, Cecil Street, Westminster, Oct. 19, 

1818. 

The principle upon which elastic vapour is employed in 
this engine, consists in collecting its force beneath the pres- 
^ure of a column of water or other heavy fluid, and its effect 
to produce motion will then be regulated by their re-acting 
pressure. 

To apply this force to the greatest advantage, this ingenious 
experimentalist recommends the employment of an apparatus 
resembling the overshot water-wheel, but in this case the 
wheel is immersed, in a fluid in which it is made to revolve, 
and the steam entering beneath the hollow boxes or float- 
boat is made to produce a continuous rotatory motion by its 
ascent to the surface. 

Jambs Frassb, Long-Acre, London, Nov. 12, 1818* 
For improvements in the steam-boiler. 
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Rmhass WBKBr, Tokai-IIaue Yard, Loodoo, Not. 14, 



JoBN Vvencawx., Shoe Uue, LoDdoo, Jan. 7 

John Skawabd, Kent Road, Loodoo, April Z, 
For an improTnl mode of gcnentuig steam. 






Wiuj^M Batr^Tox, IlinDiDgham, Jane 29, 1819. 
An accovct of Mr. Biniitucs mode of coasnimog ^inobe, 
will be fonod in a pracedb^ pag^- 

JoBN Oldham, South Cumbertaod Street, Jan. 15, 1820. 
For UDpnjTcmeots on a pievioos patent, dated Oct. 10, 

1SI7. 

JoBR Babttdh, Fkkoa Scpsre, Lmdon, iSxj 15, 1820. 

JoB> Hagcx, Great Pearl Street, Spitalfields, Jone 3, leSO. 

JoBN Wakktiku^ ADoott's Phcc, Maadtttte-, June fi^ 1830. 
For unpforemeols in tbecoDstnictiMieffiiniacesbywIikli 
a sarins of fod mxj be eSected. 

William Bkcntos, BirauBghan, 1830. 
For an inipnned mode of constroctiiig frnmaces. 

Jw Rnna, Bd&st, Ifdand, Jul; 20, 182a 

For impffOTements c^iaMe of piodo c ing a c:oiiceDtric toA 

TcrnkviD^ eccentric motkxi, ^^ificafak to steam ea^ines, &e. , 

3fms MooKK, Casde Stieet, Biistoli Dec 9, 1830. 
For an ingouoas, Aoogfa we fnr asdea^ rotatMy ei^^ne. 
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William Pritchard^ Leeds, Yorkshire, Dec, 22, 1820. 
For a saving of fuel by the combustion of smoke. 

William Alder^bv, Homerton, MiddleseK, Feb. 3, 1821. 

Thomas Masterman, Broad Street, Ratclifie, Feb. 10, 1821 ^ 

For a rotatory engine which we have ali^dy very fully 
described. 

Robert Stein, Walpot Place, Lambeth, Feb. 20, 1821. 

Henry Penneck, Penzance, Cornwall, Feb. 27, 1821 ^ 
^or lessening the consumption of fuel. 

Henry Browne, Derby, March 16, 1821* 
For saving fuel and consuming smoke. 

Aaron Manby, Horseley, Staffordshire, May 9, 1821 , 

Thomas Bennet, Bewdley, Worcestershire, Aug. 4, 1821, 

Francis Arston Egell9, Britannia Terrftce, City Road^ 

Nov. 9, 1^1. 

Charles Broderip, London, Dec. 5, 1821. 

Julius Griffith, Brompton Crescent, Dec. 20, 1821, 
Fpr an improved locomotive pngine. 
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inC»A]IL ANOEIX) TAinLOR, ESQ^ : ^ 

Mr. Joim CbuMiQii^ SfDrvqpor, cdM in nd exandiiaA^ 

. Wn of ofiiniop tiii<'Uig! J teimio i ? tl i it i umt fto oi fli^ rtnolp , 
oC flqaiii eap» finMees migbt lie attntmled to twoca«a«: 

one^ the putting oi^ the fire or furnace too much erode 
fad at one time ; the other, from the qhiomies bemg com- 
monly too low, m proportion to the fuel consumed.— jlad 
seen this nuisance efifectually removed ; but it had generally 
been attended with an increased consumption of fuel : it was 
seldom adopted but where the parties ha4 been ox were 
under an indictment. — His own Invention consisted ill 
causing all the smoke after it had arisen from the fire, to re- 
turn into the heat of the fire before it entered into the flue or 
chimney, and so was consumed; 2dly, By putting on no 
more fuel at any one time than the smoke of which can be so 
con.sumed, and that without opening the furnace door for 
the purpose ; 3dly, By supplying every fire with air, in order 
to counteract the effect of those winds that operate agaimt 
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the draft. — ^Had employed it in the fires and boilers of pri-* 
yate hous^, under steam engine boilers^ and in wealding 
furnaces^ where a number of bits and scraps of iron were 
packed together^ and subjected to an intense heat} they 
were, in that state, then rolled or hammered into one com- 
pact body. — ^The result however in the latter case was, that 
although every thing acted according to the plans laid down, 
and the fire was regularly supplied with fuel, and the smoke 
completely destroyed, yet the heat necessary to weald those 
scraps of iron together could never be attained, and this was 
in consequence of the continued repetition of the supply of 
fuel, damping and preventing that heat coming over which 
arises after all the volatile parts of the fuel has been driven 
off; and which heat, being entirely pure, was called a white 
or wealding heat. The furnaces requiring a white heat and 
higher degrees, were wealding, melting and smelting fur- 
naces, and vitrifying furnaces, as the making of glass and por- 
celain. The melting and smelting furnaces were in many in- 
stances supplied only with coke,but witness was not aware that 
a wealding or glass furnace could be at all worked with coke. 
—Considered that a good effect would be produced by raising 
the chimneys; as by increasing the draft the smoke would be 
then more consumed, and by its height more dispersed by 
the wind.— 'For every fire consuming one bushel of coals 
per day, the chimney should be at least thirty feet high, 
and one foot higher for every additional bushel consumed^ 
measuring (torn the body of the fire. — At the new steam 
engine of 100 horse power at the East London Water works. 
Old Ford, there was a method of consuming the smoke; a 
singijjlar plan was adopted at the corn mills at Islington, 
Liverpool; at the corn mills Newcastle, Stafford, a steam 
engine, of 14 horse power, 'had worked for nearly a whole 
day without smoke, owing to the quality of the coal, which 
was only bd. per cwt. | at the lead mills, Tottenham Court 
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tohcahh; and it might be presumed that tf c qinntif jr of 
carbonaceous matter suspended in it, was one of the causes of 
its insalubrity. The rapid advancement to recovery which we 
frequently see in sick persons, during; a short residence in the 
countrj', proved the influence which the atmosphere of Lon- 
don had upon health ; tlicre were many diseases incident to 
the human body, ia which the influence of that atmosphere 
might be more easily detected than in a stale of health. In 
certain diseases of the lungs, especially, it might be proved 
that the smoke of London was prejudicial.— Conceived that 
the fog peculiar to London, so different in its sensible pro- 
perties from any fog in the country, de|)ended upon the 
Bmoke of the metropolis, and wasprejudicialin many diseased 
states of the lungs. — The greater the quantity of carbonic 
acid gas in a given volume of air, the greater would be the 
insalubrity of that air. But in crowded cities, the air was 
contaminated from a variety of other causes, which chiefly 
owed their origin to the exhalations, either from the living 
animal body, or from decomposing animal and vegetable 
matter, when the principle of vitality was extinct. — Conceiv- 
ed the smoke arising from steam-engine furnaces might be 
prevented : it could be effected by making the smoke pass 
through an ignited tube, whilst the combustion of the soet 
was there assisted hy a fresh current of atmospheric air. 
Saw no reason why n simple apparatus might not be so con- 
trived, as to render that combustion coA3[dete. But it ap- 
pealred to be deserving of consideratiob^ whether this an- 
nihilation of smoke ought to be confined to manubctories. 
If, instead of burning common coal, that fnel were first di- 
vided, as it now was in the gas-light nSanufactories, into coke 
and carburetted hydrogen gas, and these were afterwards 
consumed in union, the brilliancy aud warmth which wiw 
iiow enjoyed by the fire-side would, to say the least, be un- 
diminished, whilst the smoke would be entirely destroyed. 
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This might be tried without any difficulty, by the judicious 
admission of gas into a common grate filled with coke ; the 
materials in fieUst would be the same as of our common fires, 
but employed in a state of greater purity. There was no 
limit to this mode of destroying smoke: and should a plan 
of this nature be hereafter adopted, chimuies, as they were 
now constructed, would be quite unnecessary; a small tube 
would be sufficient. 

Mr. WiJLUAM LosH, of Newcastle-on-Tyue, 
called in, and examined. 

Considered it impossible to state any thing which could 
be satisfactory, without referring to a plan. Would onfy 
state, that in some engines which had been erected according 
to witness's plans, the smoke was entirely consumed. — ^Was 
of opinion that for smelting ores, long horizontal flues would 
be advisable, and would nearly do away with the nuisance; 
but for glass-houses, witness did not know of any practical 
remedy. 

Mr. William Brunton, of' Birmingham, Civil Engineer, 

called in, and examined. 

Furnaces for consuming smoke, as they were usually con* 
structed, consisted of two distinct parts : 1st, the grate upon 
which the coal was consumed ; 2dly, the feeding-mouth into 
which the coal was put (with the shovel) preparatory to its 
being pushed forward upon the grate, at the end of the feed-, 
ing-mouth; opposite to that which joined the grate, was 
fitted a door, in which were holes with covers, for tegulating 
their apertures, by which atmospheric air was admitted at 
pleasure. The process was thus : whilst the coal already 
Upon the grate was in high combustion, and had ceased to 
smoke, the coal in the feeding-mouth, being exposed to the 
beat of the fire, underwent a degree of coking, and the 
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BfDoke WB3 thereby evolved, which, combined with a portion 
or nir admitted nt the openings in the door, passing into the 
chimney over the hot fire, was consumed. When the fire 
was to be renewed, tlie coal thus acted upon, was forced 
forward upon the grate, still carefully preserving a strong fire 
of well burnt coal on the farther end of the grate, in order to 
consume the smoke, which would now be given out by the 
coal thus brought into active combustion; at this periods 
much greater portion of air must be admitted, than would be 
needful When the coal last forced forward had attained its 
full heat. 

The following were the principal objections to the general 
adoptionof this species of furnace : First, the process of cok- 
ing, or preparing the coal in the feeding- mouth, was very im- 
perfect, and but a small part of the coal necessary to feed the 
fire was affected by it, so as to give out less smoke when forced 
upon the grate, Secondly, though the judicious admission 
of air to enable the smoke to ignite was found advantageous, 
yet a small excess admitted was found to have a very ii^urious 
effect in cooling the boiler; and aa the quantity of air re- 
quired for the combustion of the smoke must vary every mo- 
ment of the interval between the times of renewing the Qie, 
(perhaps fifteen or twenty minutes,} nothing short of the 
greatest care and unremitting attention to the admission of 
the air could accomplish the object with ecoromy. This 
care on the part of the workmen could very rarely be obtain- 
ed; Bnd proprietors of steam engines have found that>,for 
want of this, the burning of smoke has been too expensive 
for them to persevere in. — Witness having turned his at- 
tention for some years to this subject, had discovered 8 
method by which the smoke might be consumed econaoii- 
cally, and its practicability less objectionable than the methods 
usually adopted : Jst, by putting the coal ^pon-the grate liy 
Bmatl quantities, and at very short ittterrale, say-svery two or 
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three seconds \ 2d|yi by so disposing of tbe coal upon the 
Pirate, that the smoke evolved must pass over that part of tbe 
grate upon wliicb the coal was in full combustion, and was 
|hereby consumed ; 3dly, as the introduction of the coal was 
uniform in short spaces of time, the introduction of the ur 
was also uniform, and required no attention from the fire* 
man. As it respected economy, 1st, the coal was put upon 
the fire by an apparatus driven by the engine, and so con- 
trived, that the quantity of coal was proportioned to the 
quantity of work the engine was performing, and the quantity 
of air admitted to consume the smoke was regulated in the 
same manner ; 2dly, the fire dpor was never opened except- 
ing to clean the fire; tbe boilier of course was not exposed tp 
that continual irregularity of temperature which was unavoid- 
able in the common furnace, and which was found exceeding- 
ly injurious to boilers ; 3dly, tbe only attention required, was 
to fill the coal receiver every two or thr^e hours, and clean 
the fire when necessary ; 4thly, the coal was more completely 
consumed than by the common furnace, as all the effect of 
what was termed stirring up the fire, (by which no incon- 
siderable quantity of coal was passed into the ash-pit,) was at- 
tained without moving the coal upon the grate. — Conceived 
that in a twenty-horse engine, the increased* expense of 
erection would be between 75/. and IQOl. 



FIRST REPORT. 

The Select Committee appointed to inquire how &r it oaay be 
practicable to compel Persons, using Steam Engines and Furnaces 
in their different works^ to erect them in a manner less prejudi- 
cial to Public health and Public comfort ^ and to report their 
Observations thereupon to the House;— Have agreed upon the 
following Report : 

#p2 
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TiuT boni the ftdraoced period of (be Session, at wllid 
the tppt^tmeot of jmir Committee look place, it was not to 
be cxptTt^d ihnl they conld form any ultimate dccisioa as to 
the precise object of iheir inqain", but as far as th^y have 
hitherto proceeded, ibe>- confidtoily hope that the Nuisance 
M> QDirersslly aud mi jtiMly complsiocd of, may at least !« 
coosiderably diminished, if not altr^ether removed. 

Voor Coiumiitee bare bad under their examination. Men 
whose minds have been long and practically directed to [lie 
cxtioctioa of the e%'il ; aud from their Evidence, the Hoine 
Trill be enabled to judge bow far tbeir opinions corret<poDd 
with (hose of your CoRiniittee. 

The disinterested communications made by Persons whose 
private interests might have led them to a different line of 
conduct, cannot be too highly valued and extolled. 
July \% 1810. 



SECOND REPORT. 

F^rom the Select Committee on Steam Engines, 
Furnaces, Sfc. 

MICHAEL ANGELO TAYLOR, ESQ. 

In the Chair, 

Mr. JosiAH Park£^5, of Warwick, Worsted Manafacturer, 

called in, and examined. 
Had practised -\-arioDS methods for reducing the smdte 
ariiting from a steam engine, for about six years; had sobr 
been able to accomplish the removal' of the nuisaDce. that for 
about twelve hours of the day the smoke was nearly invinb^; 
had three boilers, and found that in an hour after lighting the 
fires, there was heat enough to consume tbei^ole of the stwAe 



arising from tbetn« Had adopted a mode of firing, which 
was practised with it, greatly conducive to economy of fuel. 
The daily consumption was twenty-five cwt. to supply the 
engine, dye-house, and washing coppers ; while witness was 
formerly in the habit of using from thirty-six to forty hun- 
dred weight. Employed.stea^ at a^pres&ure qi three pounds 
and a half on the iijcb, ibe ordiujaiy pressure of Messrs. 
Poultpn and \Yat;t's. eijgines. Hadapplied the improved ap- 
paratus at Messrs. Barclay and Perkins's brewhouse,.jand wa« 
perfectly satisfied with tlic result ; and the destruction of the 
9moke was nearly complete. But the Newcastle coals made 
a great deal more smoke and less flame than the Stafford- 
shire, and therefore the destruction of the smoke became ^ 
much more difficult object Had an air- valve to regulate the 
quantity of air, admitted to burn the smoke, which was regu- 
lated or closed at pleasure. Had reduced the consun^iption of 
coals, by the combined adoption of the mode of firing with the 
destruction of smoke from thirty-six hundred weight to twenty- 
five hundred weight, daily. When much smoke was being 
made, had uniformly found the draft increased, because, by 
the conversion of the smoke into active flame, the rapidity of 
its passage was facilitated. — ^Witness wished to state one 
further circumstance ; that he believed that this plan of bum* 
ing smoke was applicable to works of vaiious descriptions ; 
and from the effect produced at Messrs. Barclay's brewery, 
under the three boilers that he had altered, he had received 
directions from them to proceed with one of the large brew- 
ing coppers. Thought it might be applied to annealing and re- 
verberating furnaces, and most close fires. In charging the 
fire-place, the fuel was gmdually pushed backwards as it be- 
came ignited, until the whole capacity of the furnace was one 
mass of coals ; the feed-mouth was also then filled up, and 
the door was closed for the day. This required about two 
hours. Had stated that, the heat was increased by the ad^ 
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miwioQ of air to burn the smoke; and to ascertain die 
amount^ had placed a thermometer m such a posture^ ^rhen 
the smoke was being consumed by the admission of the air, 
that it stood at 214 degrees ; by the sudden closing of the air- 
valve^ the smoke passing away unconsumed^ the thermomete' 
fell to 200^. The appearance of the flame when no ur wa 
admitted was red and dusky^ intermixed with quantities of 
smoke; and large quantities of soot were seen to come over 
from the fire with it ; but when the air was admitted^ the 
smoke caught fire vnth a brilliant white lights and the soot 
was evidently consumed. It was the combustion of the 
charcoal which produced the light. The expcfnse of altera- 
tion upon witness's plan would be but trifling^ probably 
about 202. or 302. to each boiler ; but the premium had not 
been determined. As a proof of the small expense^ and the 
little time attending the necessary alterations^ the three 
boilers at Messrs. Barclay's brewery were altered in five 
days. 

Mr. William Phipson, of Birmingham, called in, 

and examined. 

Had paid a great deal of attention to the different plans 
that had been suggested for burning smoke, and had found 
them in general, if not always, attended with an increased 
consumption of fuel ; and likewise so much care and skill 
required from the fireman as was seldom to be found in per- 
sons so employed. Had succeeded in considerably diminish- 
ing the smoke ; but was very far from the perfection which 
had been obtained by Mr. Parkes. Had been many years 
acquainted with Mr. Parkes, had watched very closely the 
improvements that had been making within the last few 
years at his mill, and had found that he had succeeded for 
some time past, in a much more complete manner than any 
other person, and now, considered that he had attained com- 



plete success in t^e consumption of smoke,, attended with a 
considerable saving of fuel. Had seen the furnaces at Messrs. 
Barclay's brewhouse since they had been altered^ and con- 
sidered the destruction of the smoke as complete there as at 
Mr. Parkes's at Warwick. Had heard it remarked that 
there was still a great quantity of smoke at Messrs. Barclay 
and Co.'s; this arose from three large brewing-coppers, which 
had not been altered by Mr. Parkes; and the issue of smoke 
from those coppers was so great as to deceive persons who 
viewed the works from a distance. Believed Mr. Parkes's 
plan was applicable to all kinds of boilers, and to most kinds 
of close fire-places, but not to open fires. 

Frbderick Perkins, Esq., called in, and examined. 

Had been induced - to try the method which Mr. Parkes 
had invented for abating the nuisance of smoke, and had ap- 
plied this apparatus to two boilers, and believed they were 
altered in the space of three or four days. When worked 
there was no smoke excepting at the first lighting of the fire; 
after the fire was made up, and a regular heat produced, 
little or no smoke escaped from the chimney when the wr 
valve was open. Believed that the consumption of fuel was 
decreased ; but could not say decidedly. 

• 

Mr. James Spurrell, Brewer, in the Employ of Messrs. , 
Barclay & Co. called in, and examined. 

Before the adoption of Mr. Parkes's alteration for con- 
suming the smoke, had made a very considerable portion of 
smoke from the steam engine, but since the adoption of Mr. 
Parkes's plan^ there was scarcely any smoke after the first of 
the morning ; the fire, when once made up, would last from 
t^ to twelve hours. The application had also been made to 
another copper, which was called the blowing-off copper, for 
blowii^g-off and steaming casks, and there the plan had been 
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M RHccessful u in the steam enffiwe, very much to the eatis- 
Taction of the house. Thought that the consumption of coal 
would be reduced in the blowing-ofT copper. 

Mr. Benjamin Hawks, Jun., Soap-boiler, called in^^^^V 
and examined. 

Had altered a steam engine furnace under Mr. Parkes's 
direction, and found a very considerable reduction of smoke 
in consequence; with respect to fuel, could hardly state 
whether there is any saviog, not having had the returns, 

Charles Mills, Esq., a Member of the Committee, 
examined. 

Had Iwen at M'arwick, and seen Mr. Parlces'a manufactorj-. 
Saw the three furnaces in operation, and had an opportunity, 
by looking into the fire-place, of seeing the difTercnce that 
was caused in the fire by the opening and shutting of the air- 
valve. In one case there seemed to be a thick smoke, and 
the fire clouded ; in the other case the smoke was wholly re- 
moved, and there was a perfectly clear fire. Went out of the 
engine-house into the court, to observe the top of the chim- 
ney : in one case observed scarcely any smoke visible comity 
from the chimney; in the other, when the alteration was 
made, to try the experiment, found a very considerable 
quantity of smoke to arise. 

DuGDALB StuatfordDugdai^i Esq., a Member uf the 
Committee, made the following Statement. 

Had attended Mr. Parkes's manufactorjr, for the purpose of 
seeing the trial of the experiments for consuming smoke by 
a method he had lately introduced, which appeared to be 
very simple, and at the same time to be perfectly efficacious. 
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MicHABL Am QXLo Tatijor^ Esq.^ ChainnaD of the Committee, 

made the followiDg Statement. 

I was applied to about six weeks ago to take Warwick in 
my way to . London^ for the purpose of seeing the furnaces 
that were used in t)ie wprks of Mr. Farkes. I of course ap- 
pointed a time, and on ^ly J^rnyal at .Wa^rwifiV* in company 
with Mr.,De.nn;i?^n,,.a nien^ber of tbls.hoijs^, went into the 
manufa^ctoiy pf Mr. Parkes, and .jq^ade ^yery observation I 
could to satisfy myself pf its ^fQpacy in meeting the object 
which I had in. view, that pf diminishing the. smoke pf fur- 
naces erected fpr the purposes of heating the boilers yaed for 
working s,team; engipes;^ and for furnaces necessary in different 
branches pf manufactures^ as well as ip brewbouses. I never 
though t, ds far as my. present inquiry and observation was 
directed, that the experiments which had been made, and 
which had been reported to me by Mr. Parkes and other 
gentlemen, could lessen the smoke that arises from furnaces 
used in the smelting of ores, or in the vitrifying of glasSk 
My object in going to Mr. Parkes's was to ascertain how far 
bis experiment could succeed in furnaces of the description I 
have before alluded to, let their power and extent be what 
f hey might, and to judge from every experiment I could there 
make, whether his plan would be generally applicable. On 
going into Mr. Parkes's premises I could not perceive the 
least smoke arising from any chimney in the place, so much 
so that I was at a loss to ascertain which was the chimney 
attached to the furnace which supplied the heat for the 
steam engine. \ also noticed very accurately the gaitlen 
which immediately a^oined the furnace* to see if from the 
powers and from the different plants that were in that gar- 
den there was upon them the affection of soot or smoke ; I 
could perceive none, though I inspected them very narrowly. 
I was anxious to make this trial, knovring from ekperience 
that the volumes of smoki which issue from the furnaces oa 
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every side of the river Thames opposite my own honse, actaally 
blacken every flower I have in my own garden at Whitehall. 
I afterwards went to the bleaching-grouud, to judge whether 
there were any marks of soot or smoke upon the tenter-rail, 
on which were always hung the ditierent articles for bleach- 
ing } 1 fouud no appearance of soot or smoke ; the bleach- 
ing-ground was almost adjoining to the furnace. On going 
into the place where the furnaee was erected, I desired 
that I might be allowed to assail the furnace in what- 
ever way I chose, and by any experiment I thought proper 
to make ; I mean by the word, assail, to see if by any expe- 
riments of mine I could create smoke. In the first place, I 
desired that the furnace might be opened and raked for a 
considerable time; no smoke was occasioned, indeed none 
had issued. I then directed that the valves which secured 
Mr.Parkes's experiments, and gave effect to his object, should 
be shut, and immediately the place was involved in smoke, 
which ceased on resorting to the apparatus again. Not sa- 
tisfied with that, I desired that a very large body of coal 
might be put into the middle of the furnace, and that Mr. 
Parkes's apparatus should remain in the way it did remain 
when I saw no smoke ; I then inspected whether or not, 
from that immense body of fuel, which I put on adventi- 
tiously, any smoke issued ; none appeared- On the shutting 
of the different air-valves, an immensebody of smoke issued; 
this convinced me that his apparatus was perfectly adapted 
to the object I had long in view; and that though isany 
others had met my observation, yet none appeared to me 
so simple as his; and I desired Mr. Parkcs to come to Lon- 
don, and apply in ray name to persons who had steam engines, 
and see if they would permit him to have their furnaces bo 
alteied, that the public might judge whether or no his appa- 
ratus would give as fair a promise of success in London as it 
had done at ^Varwick. I waited on Messrs. Barclay and 
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Perldns a few days ago^ in company liHdi: Lord Harewoodi 
Lord Rosslyn^ and several other gentlemen^ many of them 
Members of this House, to see whether the experiment had 
succeeded in the furnaces attached to that brewery. Every 
trial was made in my presence, and every trial succeeded ; 
and I have no doubt that if there was occasion, several JHlenh- 
bers of this House, who were present, would attend and give 
evidence to the safhe fact. The success of the experiment 
was as complete at Messrs. Barclay's as it was at Mr. Parke»*d 
at Warwick." 

KiRKMAN FiNLAT. Esq. a Member of the Committee^ 

examined. 

Had been with other members of this Committee at Messrs. 
Barclay's brewhouse, and was quite satisfied as to the reduc- 
tion of the snioke in the furnaces to which Mr. Parkes's ap- 
paratus was attached. 

Mr. William Britnton, Birmingham^ called in^ and 

examined. 

Had lately erected eight fire-regulators, all of which had 
given the greatest satisfaction as regarded burning the smokcj 
one of which was at the Whitechapel distillery, and another 
at Liverpool \ and they had uniformly effected a saving of coal, 
which on the average was more than 30 per cent. They 
were applied to boilers which were originally erected by 
Messrs. Boulton and Watt, and justly considered upon the 
best construction of the common furnace. In London, a 
grate of five feet diameter, consumed three bushels per hour; 
in Stafibrdshire and Lancashire, about three hundred weight* 
First, by the use of the fire-regulator there was much less 
scoriae or clinker formed from the same quantity of coal than 
in the ordinary fire, and that was formed in thin laminae upon 
the grate; and in general, while three bushels of coals per 



hour were conBumii^upoii the grate, the bare were seldom go 
hot as to discolour writing paper, when pressed against them. 
Secondly, another effect, of considerable importance in Lon- 
don, was that the fire-bricks which formed a part of the fire- 
place were not even vitrified, atid would therefore last very 
much longer than in the usual furnace. Thirdly, the boilers, 
in consequence of the regularity of the beat, might fairly be 
exjKTCtcd to last much longer, and the supplementary boiler, 
on which of course the greatest wear would take place, might 
at any time be taken down, while the principal boiler, with 
all its connecting pipes, remained unmoved. 

In the fire- regulator, first, by the very equal distribution 
• of the coal upon the surface of the grate, a thin fire and 
a sharp draught was maintained, and this was efTected by 
the coal being introduced in small quantities falling upon 
the whole of the area of the fire in regular succession. Se- 
condly, the coal was introduced upon the fire without open- 
ing the fire-door; and this was effected by dropping the 
coal through the roof of the supplementary boiler. Thirdly, 
the decomposition of the coal was much more perfect 
than by the common furnace, and this was effected by the 
revolving of the grate, which exposed each side of every 
piece of coal on theigrate to the current of the fire passing 
constantly in one direction across it. Fourthly, the intro- 
duction of the coal was completely governed by the steam 
generated, analc^ous to a water-wheel, governing by its ve- 
locity the quantity of the water permitted to fall upon it; 
thus, considering the production of the steam as the effect, - 
and the jntroductioa of coal as the cause, the former had a 
perfect check over the latter, and at no time admitted more 
coal into combustion than was really necessary for the per- 
formance of the work which the engine was then doing. 
Fifthly, the whole apparatus, being a very simple mechanical 
ammgemeQt, acted independently of either the skill or the 
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carelessness of the flrebian. No coals should be put upon a 
steam engine fire until they were small enough to pass a 
three-inch mesh; therefore the necessity of breaking the 
coal to that size was advantageous. Had lately burned a 
species of small coal^ which had tilt now been regarded as 
perfectly useless; and as such there were thousands of tons 
encumbering the ground in the Staffordshire collieries, inca- 
pable of being used with effect in any other furnace than the 
fire-regulator ; and this hitherto supposed rubbish had pro- 
duced 70 per cent, of the effect of saleable coal; thus bring- 
ing into use that which Was of no Value.-^In obtaining the 
maximum effect thought it advisable tp employ a thin fire, 
with a sharp draft, witness being of opinion that the greater 
quantity of oxygen brought into contact with the coal in com- 
bustion, the greater heat or effect was produced from it. The 
fire-regulator, and the other modes proposed for burning 
smoke, stood up6n very different grounds; for the\^lue of a 
boiler as an implement for generating steam, depended upon 
the quantity of coal which might be bdrned under it produc- 
ing a maximum effect; and when any change was made in 
a furnace,^ by which dtber the quantity of coal consumed 
with a maxiiiium effect was diminished, or the effect of the 
same quantity of coal decreased, in either case it was injuri- 
ous. The fire-regulator, while it increased the quantity of 
coal consumed, increased the effect also, and thereby increased 
the value of the boiler to which it was attached, as it would 
raise a greater quantity of steam at a much less expense. The 
usual plan adopted consisted of a mere change in the form of 
the furnace, which when appreciated by the proprietors, was 
of no more value than it was before ; but the fire-regulator 
made a positive addition to the size of the boiler, and was 
tangible property, and when the proprietor took his stoc^ 
stood for its own cost^ 





Mr. James Sottt Smith, Distiller, called in, end examined. 
Had found tliat tliey could consume the smoke to a very 
great extent, and although it was not comi>Iete]y invisible, 
yet it ■vvas never offensive. Had never understood that it was 
possible to consume the smoke entirely. The fire-regulator 
invented by Mr. Brunton had many advantages; 1st. The 
boilers to which it was attached had their power greatly in- 
creased ; would last a longer time, and would not be so liable 
to leak as those on the old plan, which arose from the dr- 
cunistance of the fire-door not being opened to iotrodace the 
fuel, consequently the frequent draughts of cold air M'ere ex- 
cluded, and the boilers retained an uniform temperature. 
2r»lly, There was a great saving of fuel, viz. 38 per cent. 
and this was the average of a three-weeks' experiment with 
the (ire- regulator, compared with the work of three meo in 
a three-weeks' experiment on the old principle.-— Considered 
Mr, Brunton's machinery and alteratioQS altogether, had cost 
two hundred and fifty pounds, 

Mr, William Bbunton, again called in and examined. 

Conceived that the general expense of altering an old fur- 
nace for the purpose of appljiiig improved apparatus, so as 
to make it effectual to a twenty-horse engine, would be about 
three hundred pounds ; out of which the patentee receired 
about sixty or seventy pounds. 

Mr. FffTBR Whttfibld Branckbr, Sugar RefiDer, called in, 
aad examined. 
Had applied to Mr. Brunton to erect aa additional boiler, 
having heard that it would also have the effect of burning the 
smoke. The apparatus was finished early in May. Had 
watched the process carefully, and took notice of the dif^- 
ence of the power of the steam, and the quantity of smoke 
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opippared wUh wbatw^ emitted formerly, and fo^nd that 
although the apparatus was not perfect for want of the other 
boiler being also fixed, that the quantity of smoke was very 
trifling indeed^ little or nothing, and that the power of steam 
was very niuch increased ; the quantity of coals saved, as far 
could bejudged, was something better than one-fourth^ about 
30 per cent. Was perfectly satisfied with the result, which 
bad caused a good deal of inquiry in Liverpool, many per- 
sons having been to examine the apparatus. 

Mr. John Wakefield, called in, and examined. 

Thirty years ago was acquainted with the town of Man- 
chester. A Mr. Drinkwater had then erected the first mill 
that was built for mule-spinning in England, in a populous 
part of Manchester; who did not wish to be offensive to his 
neighbours there. Witness had turned his attention to 
that subject with Boulton and Watt's assistance, and con- 
sumed a part of the smoke, but it took more coals by ten per 
cent, than the old mode. In the year 1816 again turned his 
attention to this subject ; it was much wanted in Manchester, 
and no progress had appeared to be made. In 1817) print 
works were erected near to Earl Wilton's, at Heaton, on his 
lordship's property; this was to be on condition that they 
should make no nuisance on his grounds, which witness had 
done with a low chimney, not so high as that of the houses : 
the next was Mr. Jonathan Pollard's, who had ah engine set 
up by Boulton and Watt, and he tried a smoke-burner made 
by Mr. Robertson of Glasgow, but it did not give satisfaction. 
His principle was applied, which saved twenty-five per cent, 
in coal, and consumed the smoke completely, except a little 
at the renewal of the fire, which was now obviated. Mr. 
Jowle, a brewer in Salford, was under indictment by the 
magistrates for a nuisance occasioned by the smoke ; he ap- 
plied to witness, bearing Mr. Pollard's was done, and the 
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desired effect, and he so much approved of il , by its saving of 
twculy-fiie per cent, and making his premises cleaner, that 
he had his eteam cni^ine boilers altered, for which he was not 
indicted ; and he also had other works whcie lie had altera- 
tions made in the same manner. — Had applied the same in- 
rention toolhcr works at places for calico-printing, where the 
pieces lay on the ground, and where the oxides of iron and 
blacks stained them, which inconvenience was now obviated 
to their satisfaction. The expense of witness's apparatui 
for a twenty-horse power engine would be twenty or 
twcnty-fo-e pounds, besides the charge for remuneration. 



REPORT. ^B 

Tns Select Committee appointed to inquire how far it may be pmr- 
ticable to compel peraoas using Steam Engines and Furnaces in 
their different works to erect them in n manner less prejudicin] to 
public health and public comfort ) and to report their Obserm- 
tiona iheraipon to the House ; — Have, pursuant to the Order of 
the House, examined the matters to them refinredj and hat. 
agreed to the fallowing Report : 

Thk revival of your Committee has afforded a full oppor* 
tunity of ascertaining how far the reduction of smoke in fiir 
naces of different descriptions can be practically accompUsli-. 
ed ; and the evidence dettuled already, will shew that the 
object the House had in view has been sa&factorily aod 
effectually obtained. 



July 5, ISaO. 
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$taf. 1 owd 2. Geo, IV. Cap. 41. entitled 

AN ACT 

t*or giving greater Facility in the Prosecution and Abatement of 
Nuisances arising from Furnaces used in the working of Sttiam 
Engines. — ^To commence Sept. 1st, 18^1. 

Whereas glreat iiiconveniencd has arisen, and a great de- 
gree of injury has been and is now sustained by his Majesty's 
subjects in various parts of the United Empire, from the 
improper construction, as well as from the negligent use of 
Furnaces employed in the working of Engines by Steam : 
And whereas by law, every suchNuisance, being of a public 
nature, is abateable as such by indictment ; but the expenses 
attending the prosecution thereof, have deterred parties suf- 
fering thereby, from seeking the remedy given by law : — Be 
it therefore enacted by thei King's most excellent Majesty, 
by and with tfie advice and conseni of tbe Lords Spiritual 
and Temporal, and Cdriltnons in this present i^arlianieni as- 
sembled, and by the authority of the same, That it shall and 
maybe lawful for the court before whoni any such ludiotment 
shall be tfied^ \n addition to the judgment pronounced by 
the said couft in case of conviction, to award such costs as 
shall be deemed proper and reasonable to the prosecutor or 
prosecutors, to be paid by the party or parties so convicted. 

And be it further enacted, that if it shall appear to the 
court before which any such indictment shall be tried, that 
the grievance ma j be remedied by altering the construction of 
the furnace, or any other part of the pretnises of the party or 
parties so indicted, it shall be lawful to the court, without 
the consent of the prosecutor, to make such order touching 
the premises^ as shall be by the said court thought expedient 
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tor jtreveatiag the noisaDcc ia faturc, before passing find 

seutcncc upoo the defeodaot or (lefendaDts so coancted.* 



MINUTES OF EVIDENCE, 

S*fore a Select Cominittee of the House of Commons at 

Steam Packett. I 

SIR HENRY PARNELL, BAROXET, 
In the Cbsir. 
Gbokgb Henrt Fkkbling, Esq. called in, and examined. 
Hod the princiiNil man^ement of the Holyhead steitR 
packets. — TTic Postmastera General havii^ been obliged to 
purchase all the sailing packets, and to clear the staticm for 
the introdacticKi of tbo^ %~C3scls, the object iras, at first, to 
make the steam aaxiliarr to the sailing packets, but it ms 
found that tbc steam packets conld do even more than tbe 
sailing packets, consequently two sailing i-essels were kept 
as aoxiliaiy to tbe steam — Had three steam packets em- 
ploj-ed ; the Roj^ Sovereign of 210 tons, and the Meteor of 
190 ; tbc Sorerngo is fitted with two a^Des of tbr^-hone 
power eftch, and the Meteor with two ei^iaes of thirty-bone 
power ; they were both coostracted by Bontton aod Waltf 
and tbe vessels bmlt in the river Thames, by a persfm of the 
name t£ Erans, at Rotberfaithe, on porpose for the sernoej 
iukIw tbe inspection of the officers of Oe Navy Board ; dwy 
w«re boilt npon Sir Rob^t Sepfui^s principle of the diagaid 
bsteuing, and made parlicalBrty strong, llie third is flie 
Innbo^ (rf* 165 tons; it was fovmerly on the Holyhead ■!»' 
tioa as a prirmte vessd, and has an engine of fifty-wc hoise 

* By Sedioa 3. k is provided, thit tbe provisiDoG of tUi act 
Aa&Dot«xtead In Tiiain rii(,iiiin iMpfcijrJ rmlilj in Ihr mwHiC 
of cwKs, or sndtiBg of Betafa. 



^ppendw* 67 

power. The general effect of the experiment, in rc^rd to 
ni»utdnhig a communication between the two countries, ha« 
been, that the intercourse has been very much facilitated ; it 
is now almost reduced to a certainty. In the year preceding 
the introduction of the steam vessels, a hundred mails exactly 
arrived in London after they were due, and in the nine months 
that the steam vessels have been running since May last, 
there have been twenty-two only. The weather at the begin- 
ning of the winter, was worse than has been known for more 
than sixty years. JEIad proof that the steam packets would 
go to sea in weather when sailing packets could not have gone 
to sea ; the captains had always considered that it would not 
be prudent to go to sea, if they were obliged to be under a 
three-reefed mainsail, and the steam- packets had gone out 
in weather in which the shilling packets would have been 
obliged to be so. The average of the passages of the Sove- 
reign from Howth to Holyhead, was six hours and fifty-seven 
minutes, and the Meteor seven hours and four minutes and 
a fraction. To Howth, the Sovereign seven hours, thirty-six 
minutes and a quarter; the Meteor eight hours and thirteen 
minutes : the shortest passage was from Howth, five hours 
and thirty minutes. The best point for a steam vessel, in 
very bad weather, was directly head to wind 3 both wheels 
could then act at the same time. The captains sometimes 
kept the vessel away, when it was blowing very strong, two 
or three points ; then, when they got on the opposite coast, 
they would take in their sails, and steam to the harbotur in 
smoother water. Conceived that the success of these two 
vessels, the Sovereign and the Meteor, might be attributed 
to the superior manner in which they were constructed. 
Had attempted to gain some information about every steam 
vessel which had been built, and was convinced those 
vessels would do what no other vessel could do; they 
veould go to sea in weather when nothing else could. 

*b2 



08 j4itf>enit*s. 

Attributed it not ouly to the machinery, bat to the weight of 
the hull J a lighter vessel iii a heavy sea would be checked, 
but those vessels had froni their weight a monientum so 
grt'at, that it carried Ihcm on whet) a lighter vessel wonid 
have been checked ; the weight acting as a fly-wheel. — Was 
of opinion that three packets were a sufficient number for 
maiDtaining the communication between Holyhead and Dub- 
lin, so that two should sail every day. With the view that 
there might be a sufficient time allowed for looking over the 
machinery and the vessels, it was arranged that tbey should 
each be six days at sea and three days in harbour, which 
afforded ample time for inspecting the machinery; and that 
bad been fixed in a great measure with reference to the en- 
gineers themselves, who stated that thut time was more than 
sufficient for it. — There had been some accidents to the 
engines, but these had been attributed to the use of cast iron; 
the cross bars and the beams were of cast iron, and if any 
water was in the cylinder at starting, the check caused the 
cast iron to break ; bad now got them made of wrought 
iron, but the lower beams of the engines were still made of 
cast iron ; there must be some part of the engine left to give 
way ia case of any emergency, which was better than der 
atroying the'cylinder.-— Believed the Postmasters General bad 
some idea »t trying whether what are called Scotch engiuesf 
might not be better for a third vessel, in cxse of ooe beiog 
built; they were more simple, though perhaps not quite so 
etiifient, not so liable to derangement, and were coBse' 
quendy better for a heavy sea ; and if the vessel was propeHy 
bnilt, wibiess did not think there could be any great di&r* 
ence in the rate of speed. — ^The boilers in the Holyhead 
packets were low pressure. Believed Mr. WMtwas theii^' 
ventor of the origin^ high-pressure engine, bat afterwaiA 
abandoned it on account of the danger.— No cases of late 
had hap[)ened of accident from the bursting of boilers. 
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G:toRGB Hbnry FrbeliKg^ Esq. again called in, and fur^ 

tber examined. 

Wished to explain some piurts of his evidence given in a 
former day. Did not put any fuel or coals over the Boiler, 
which was the cause of the Robert Bruce catching fire and 
being burnt. The coals are stowed in iron cases made for 
the purpose, in the engine room. The other point was as to 
the Ivanhoe. Witness was asked whether she was so strong 
as the other vessels, the answer was simply " No.'* But 
she was not thnee years old ; she was inspected at Liverpool 
a short time ago, and appeared as strong as any of the steam 
vessels, except those on the Holyhead station. — On board 
the Royal Sovereign there are twenty births, and two rooms, 
one for ladies and one for gentlemen. 

Gaptain William Rogers, called in, and examined. 

Commanded one of the Holyhead packets. Had cross- 
ed in the Meteor on the 5th of February, in the heaviest 
sea witness had seen during the eight years he had been in 
the station. Went in the Meteor on the 5th of February, 
when no sailing packet could ca;rry canvass ; they must have 
laid to ; left at nine at night, and arrived at six the next morn- 
ing. Was satisfied his steam vessel was capable of perform- 
ing what no sailing vessel could do. Had found that a steam 
vessel was capable of making her passage much sooner, under 
all circumstances, than a soling vessel ; in one-half of the 
time upon the average. With the wind at W. N^ W. blowing 
hard, and leaving Holyhead in a gale of wind, witness had 
found a steam vessel had been much easier than a sailing 
vessel; their extreme length overcame the short sea.t— In 
building a ste^m boat she ought to have a iGine entrance and 
her bow to Hear off, not to shove any water before her j any 
water she shoves before hei* must be an impediment to the 
sailing ; she should have a fine entrance, a good line of 
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bearing, and her transomc pretty square, and not too h^ ; 
the more & \'essel was stopped from pitching and rolling, the 
quicker she would go. Had found with regard to the 
Scotch boats that all their tronsomcs were too high and too 
narrow, the consequence of which was, that with a head 
sea they would go with their Btcm under. Had seen 
them go boat and every thing under ; the transome being 
square and low and line under, so as to give them a 
right line of bearing, would stop their pitching and 
rolling, and maiie them easy on the sea, and add to their 
speed. The Meteor and the Sovereign were filled up solid 
to the floor-head, caulked inside and out, having no tree 
nails, but bolted and co[)pcr nailed. The bolts were driven 
npon a ring, and clenched at both ends. The diagonal 
fastening is a plank three inches thick, fore afld aft, three 
and a half thick midships, and nine wide, leading from the 
floor-head to the shelf, taking in five or sbi timbers ; and 
filled by truss pieces into triangles, so that it was almost 
impossible that the form of the vessel would alter. Would 
prefer Boultun and Watt's engine to any other ; their boil- 
ers H'cre very superior, and never short of steam. Boulton 
and Watt had been accustomed to vessels for rivers, and 
the engines were made rather too slight for the channel ; 
the shaft was hollow, and of cast iron, but they bad been 
replaced by solid shafts. Sdls assbted the vessel veiy 
much ; had used them every way, except going head to 
wind, within four points of the wind. Had found ^ 
JSovereign go as fast in a calm as at any other time. It 
must not be thought that a steam boat running before the 
wind in a gale and a heavy sea, ought to make the quickest 
passage, as they were then obliged to shut off half the 
steam, or great part of it ; for should the full power be on, 
the wheels running two or three times round without 
touching any thing between the trough of the sea, and then 
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being brougbt up all at ohce^ something would probably 
give way. Was of opinion^ that in the event of the engine 
failings with the assistance of sftils and the anchor^ the 
pocket might be kept in perfect s&fety. 

C4PTAIN William Rogers^ again called in, and further 

examined. 

On the 16th of May, blowing hard from the S. W. 3. p. m* 
witness left GraveSend on board the Sovereign, in company 
with the Meteor steam packet, with seven or eight men on 
board of each. At nine anchored in the Downs, blowing 
veiy hard 5 she rode very easy with thirty-five fotbom cable 
in five fathoms water. On Thursday, the 18th, fresh ^ales 
from W. S. W. 6. A. M. weighed anchor and steamed for 
Portsmouth ; wind dead on end. 4. p. m. made the Owers 
Light ; hazy weather. 9. p. m. - very heavy gales and thick 
weather; Asked the engineer what coals he bad on board, 
and was told five hours ; were then obliged to steam in for 
the land. At 10 n^ade the Nab light upon the starboard 
quarter, about a quarter of a mile ; shortened steani for 
the Meteor to come up. At 11 anchored at St. Helen's, in 
six fathoms water, with forty fathom cable ; hard gale. 
On the 19th, 3, 30. a. m» weighed anchor and ran into 
Portsmouth harbour ; made fast to one of the buoys along* 
side His Majesty^i^ ship the Queen Charlotte ; were then 
employed in getting coals in, and very bad they were. At 
4. 20. got under weigh and steamed out of the harbour, 
and at 9 passed through the Needles against a flood tide. 
This day was fine weather, and light wrs from the N. W. 
At 1. 30, p. M. anchored in Falmouth harbour, and remained 
a week to clean the boilers, to caulk the decks, and so on. 
Sailed from Falmouth the 26th, wind N. W. fresh gales. 
At 5. 30. past the Longships Lights. At 9 in a squall, with 
bef^vy itun, the wind shifted to the N. N. E. blowing very 
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hca^T uitd a hcai^ »ca, the vessels going; from three knols 
tu Uirce attd a half, head to uiiid, blowing bard. At 7 
made Lundy Island, bearing E. byS. p^sed several vesseli 
lying to ; passed a lai^e smack, lying to, under close reef- 
ed mainsail. At 8 made sail upoD the vessels ; stood more 
U) the southward iijto the Ilrigtol Channel, to smoothen th( 
water. At noon more moderate ; water smoother ; down 
all sails and steamed for Milford. At 5 anchored in Mil- 
ford, found several vessels had been out in the gale and 
obliged to put back ; the vessels that had been put hack, 
bound to Liverpool, said they had never experienced worse 
wcalher before for many years. On Sunday evening, the 
wind more moderate, and from N. to N. E. At 8 p. m. go! 
under weigh. On Monday, at 4 p. m. arrived at Holyhead. 
Had been five days performing the voyage, with the wind 
right a-head down the I^ii[{lish Channel and up the Iriah.— 
Considered it impossible fiTr any square-rigged vessel, from 
a first-rate down to a sloop nf war, to have eficcted the 
same. In the Downs passed several Indianien, and 150 sail 
there that conld not move down Channel, and at the hack 
of Dungencss passL'd 120 more. Witness would describe to 
the Committee the exact improvement he would recom- 
jnend as to the construction of a new steam vessel. — Should 
make her a foot narrower, and raise her floor-heads a littl^ 
take off the foundings, with her endues put nearer the cen- 
tre, the boilers much lower, and the wheels narrower. Had 
observed in vessds with wide wheels, the lee wheel was & 
great deal under the water, and the other out; by the 
.width of them it increased the angle ; and although a wide 
.wheel was of great advantage in a river, it was a great 
jdisadvantage in a sea : supposii^ there were two forty- 
horse power engines, would not have more than a seven- 
feet wheel ; and if there were two thirty-horse power, six 
and a half would be sufficient. On board the Meteor and 
Sqvereign, to prevent accidents from fire, there is water all 
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^ound the furnaces and boil^rs^ and t}iey are kqit tliree feet 
from the bottom^ about fifteen inches from the side, and 
twelve inches from the deck ; and it was quite impossible 
that any accident could happen ; there is water under and on 
the sides of the fire places : in those boats that are fitted up 
upon the Clyde there is nothing but brick and mortar below 
the furnaces. The Meteor and Sovereign have iron. 

Captain William Rogers^ ^again called in, and further 

examined. 

In the event of building a new steam packet, would re- 
commend that she should be built on Sir Robert Sepping's 
plan, as to mode of fastening, &c, only a little finer at 
ea,ch end, and one foot narrower than the Sovereign and 
Meteor, to be 95 feet in the keej, 105 or 106 upon deck, 
and 19 feet in the beam, about 160 tons, her transomes 
square, and not very high out of the water. The improve- 
ments in the engine would be. to make them a little strong- 
er, and the boilers a little longer, keeping them ipore from 
the side of the vessel, so that the heat might not a^ct her> 
and more room to go round them, and to put the l^oilers 
lower down. It would help to prevent their rolling, TRie 
Talbot's boilers are a little higher than the Ivanhoe's^ by 
putting the Ivanhoe's lower down, found she did not roll 
near as much. Would have the two main beams put close 
to the wheel, which would reduce the weight very much, 
and strengthen and make the vessel much easier, as by 
being so far asunder adds great weight, and acts as a lever. 
There should be twelve paddles, about seven feet long, and 
nineteen to twenty-one inches wide. The engine should 
be something between sixty and eighty-horse powef, but 
this must depend upon the fineness of the vessel, and the 
water she Will draw. If the engine was to be made much 
stronger, in that case must not go further than two thirty- 
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horse power enflncs, as Ilicu tlic weight might be toe 
mocb. Hboulil rccoiiimend, with r^anl to tlte sails, a 
Inrgv lug furwarc), and a jib, and a fore and aft rnainsml ; 
aod iu CR8C aiiy tliiu^ should happen to the eoginc, woaU 
keep a M|UHrc to[>9ail oa board, and a gaff topsail afl, but 
uot to be used except in case of necessity. 

Ma. .Iaues Bkown, called in, and examiued. 

Belon^d to the house of Doulton and Watt. Super- 
iotctidcd the erection of the engines on board the Meteor 
and Snvcreign steam paclteta. Generally considered tiie 
working parts, the cross bars, the side rods, and the side 
beams most liable to fail. Attributed the cross bars havjjig 
broken on board these vessels, in some instances, to want 
of cnution on the part of the engineer, and in other ca^es 
from stress of weather ; they were now made of HTought 
iron for sea vessels. Had put engiues into naost of the 
i-c8sels on the river Tliames, the Dover station, and Leith. 
U]K>n the Leith station one or two cross bars had broken, 
and that was entirely from want of caution on the part c( 
the engineer in starting the engine ; the odicr vessels wert 
the Dasher and Arrow, ou the Dover station i there was 
one accident of a cross bar breaking in the Dasher. Did 
not conceive that an engine could be made without being 
liable to break ; there \iere some parts so small that they 
must give way, and it was better the most insignificaDl 
parts should fail, than some of the principal ones, because 
they were easier repaired. Would require more room than 
was granted in the Sovereign and Meteor, as it would 
be better to get round the boilers entirely; thcj- could 
then be painted every month, which would be a great 
advantage, for the action of the salt water is verj- detri- 
mental to the iron ; they ought to be painted cverj' three 
weeks, or cvci-y month ; where a boiler will not leak with 



i fresh ¥hiter^ it willr with salt water; and {tfotnurannicrBsta^ 
f tion upon the anrfeeeby^ exposure to the atmosphere ; they 
\ should be pumped out, and frequently cleaned. Should 
tMnk the engineer generally looked oyer his engine every 
morning before he started^ to see that every part was pro- 
perly oiled, and that every screw and joint was tight. If 
so inspected, once a fortni^bt would be sufficient to exa* 
mine the packings of the slides and pistoas. Would iimke 
the paddles for a new engine the same as foe the Leith ves- 
sels ; they are made with wx>oden floats, in one piece, having 
three sets of arms^ and the bolts .are of a peculiar descrip^ 
tion, which allows the paddles to slip from the; outer end 
of the arm towards the centre of the shaft^ by which means 
a vessel may use her sails the same as any other vessel ; 
should any thing give way, there would be nothing but the 
arms in the water. That sort of excessive violence which 
may contribute to injure and break the engine, may be 
occasioned by any of the working parts getting loose, 
any of the screws getting between the finer parts, or the 
water gettin^f upon the top of the piston in starting the 
engine, the latter of which is occasioned by the con- 
densed steam that forms from the boilers after the passage 
is over; it gets through the steam pipe to the cylinder and 
condenses there, perhaps to the depth of 18 inches on the 
top of the piston, and if the engine is started suddenly 
without it being cleared away, it has not time to get 
through the thoroughfares. The consequence is, that it is 
jammed between the top of the piston and the under side 
of the cylinder cover, and risks the breakage of some part ; 
as water will not compress, something must give way, and 
the weaker parts of course will go first. Hardly thought 
it possible that fire could take place vnthout great negli- 
gence, because the furnaces were completely surrounded 
with five inches of water round every part, and it was only 
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in raking out the fire, and neglecting to water it, that any 
accident could take place ; it was raked out upon ati iron 
floor. No rolling of the vessel could throw the fire aboot, 
she must be pitcliing to a great degree if that was to tnkfl 
place. The coals arc carried in boxes in front of the 
boilers, so as to be right and left for tlie fireman. Hardly 
conceited on board these vessels, where condensing engines 
were used, that it was possible that a boiler could burst 
they were genei-ally provided with two safety-valves, and 
the steam used was about from two and a half to three 
pounds pressure upon a wiuare inch, at which pressure il 
blew off by the safety-valve of its own accord. — Boultoo 
and Watt had made iheir safety-valves for many years In 
the way they now are, inaccessible for any person to load 
them by putting additional weight upon them ; had seen 
the Scotch engine men, In starting their engines, place thrir 
feet upon the safety-valve. Supjjosing that the safctj'-valva 
should get choked, the steam would come off at the feed 
pipes ; it would not give way under any circumstance, acA 
even though the valves were choked, the pressure was so 
extremely small : the boilers were calculated to sustain 50 
times the pressure required of them. — If any part of the 
boiler, by length of use, became very thin, and gaie way 
it would merely rend, if malleable iron. The accidents 
that happened from boilers, sometime ago, arose from their 
being made on the high -pressure principle, and being made 
of cast iron. The Meteor consumed about seven bushels 
of coals per hour, rather under; she was then working 
above her full speed ; the Sovereign was from nine and a 
quarter to nine and a half ; the Meteor had two thirty- 
horse engines, and the So^'ereign two forty-horse engines ; 
the latter, when using that quantityof coal, was going about 
nine miles and three-quarters per hour, A bushel of fi^ood 
Newcastle coal was reckoned equal to one hundred weight 
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Scotch coal ; so th&t it came to very nearly the sasne: 
ing ; 4he Scotch .ooal generally burnt veiy free^ and so 

id the StaiGfordshir^^ but the bushel of Newcastle coal 
was equal to a hundred weight of either. The standard 
Ipishel of Newcastle coals should weigh eighty-eight 
pounds i the best Wall's End^ eighty ; and the Wylam^ 
Bpventy-seven. Had founds that by actual weight, the 
i^ecific gravity of the Wylam coal was much under that 
of the Wall's Epd ; the latter was not good for work- 
hpg engines. . The best coal for steam engines was the 
Kalbeath or Inverkeithing, from a place in Fife called 
luverkeithing ; its peculiar value lay in burning free, 
mad becoming a complete white, ash^ without caking upon 
Ibe fire bars ; the sfulj&uif in coals \t^ould destroy the fire 
liars in a short time. Had found inconvenience from salt 
iprming in the boilera ; when the man-hole cover was 
taken off, and they were elcposed to the atmosphere, the 
Urater then became crystalizedy which rendered them very 
tlifBcult. to clean ; this had been avoided by .constructing 
pumps or cocks to let the water through the side of the 
ship without the man-hole being opened. The salt water 
oxidates iron very rapidly indeed, if it be allowed to lie 
upon it. On board a steam vessel a boiler constantly in 

use would last from four to five years with care ; it was 
f the only part of the machinery subject to decay.. Tliese 
. engines, upon the whole, require a considerable degree of 

care and superintendence, and skilful engineers j more care 

than the land engines ; every engiti6 requires great care. 

Captain John Percy, called in, and examined. 

; Commanded the Hero steam packet, from London to 
" Margate ; and the Victory, belonging to the same com- 
pany ; commanded the Victory for ihree years ; the Hero 
Iras built last year. The Hero has two engines of fifty- 
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bone (wvpr, made by Mumy and Pmtoti, of Leeds, and 
carries 427 ioaa. The Hero consumes pretty well three 
(pimrltTs of ft^ cbaldron, or 27 bushels of coals, London 
measare, |icr hour ; in geoeral, they make away with sx 
chaldmns in tl>e passa^, that was owing to the want of 
Flues ; had not flues enough ; had four furnaces. Tic dii- 
lance from London to Mai^atc was about cigfaty-foai 
miles : generally made the passage in about seven bcmn 
and a half, that was the average passage ; one passage wn 
made in sl^ hours and sixteen miuutcs, with the wind ud 
tide. The paddles were eight feet in the centre. Hii 
been trying an experiment with twelve paddles on a whtel| 
and it answered very well ; last summer worked vrithsb;' 
teen paddles, three feet and a half between each. Tte 
paddle of the Mctory was five feet and a half, in one place i 
the Hero worked more with the paddles being furtba 
apart, and they were lowered a Uttle. They take of the 
about seventeen or eighteen inches, and the engine miim 
thirty strokes per minute. She once did up to tbirty-oU^ 
but twentj'-niiie and thirty is about the average. — Tin 
passage from London to Margate required, on an aver^ 
about seven hours and a half, and they went at the nU 
of between eleven and twelve miles per hour. 



REPORT. 

The Select Committee appointed to inquire into the state of ft* 
roads from Iioiidou to Holj'head, and from Chester to Holyheadi 
into the regulations for conveying his Majesty's Kloil betweco 
London and Dubhn, and between the Northern Parts of Englud 
and Dublin, and betwe;;n Dublin and the interior of Ireland ; ui 
into the state of the Mail Coach Koadsj in Ireland ; and to refOt< 
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Appendis* 7d 

^ thdr obserratioiis thereupon ^ .together tirith the Mimrrss of <he 

t EviDENCB taken befi»e them, from time to time, to the Hoose • 

^ —Have, pursuant to the order <^ the House, ftirtlier eacanuned 

.. the Matters to them referred, and have ikgreed to the laUowii^ 

Report : 

YouK Committee have proceeded, in compliance with 
9iat part of the instructions of the House, which relates to 
6he conveyance of his Majesty's Mails between Holyhead 
ind Hovrth^ to examine into the circumstances attending 
Ifce establishing of Steam Packets, at Holyhead^ in the 
iiourse of last year. For this purpose two vessels, called 
6ie Royal Sovereign and Meteor, were built, by order of 
ihe Postmasters General, in the River Thames, on a plan to 
l|ive to them the greatest possible strength, and the advan- 
tage of the most improved engines. The Evidence which 
Kas been given to your Committee by a Commander of one 
6t them. Captain Rogers, leaves no doubt of the practica- 
Sility of performing the Post-office service at Holyhead, by 
Steam Vessels, with as great safety as it can be performed 
%Y Sailing Vessels, even in the most tempestuous Weather ; 
ind at the same time by voyages, on an average not ex- 
iseeding one-half of the number of h6urs which formerly 
was the average of the voyages of the Sailing Packets. But 
your Committee are not as yet prepared to enter into all 
the details of this important subject ; their object in pre- 
senting this Report to the House, is merely to convey to 
the House an opinion they have come to, in consequence 
of the evidence of Mr. George Henry Freeling, and of Cap- 
tain Rogers, that the Postmasters General ought immedi- 
ately to give orders for building a new Steam Packet, so 
that at least there should be three Packets on the Holyhead 
Station, before the commencement of the next winter, of 
that peculiar construction which has enabled the Sovereign 
and Metebr to go to sea throughout the whole of the last 
winter. 




jippentlije. 

Your Committee stmngly rccoinmcnd the sninc genehl 
plan of construction should be adopted in building a 
new Packet, as that on which the Sovereign and Me- 
teor were buUt ; and also, that the Engine should be 
made by Messra. Boulton and Watt. TJiey also recom- 
mend that the suggestions of Captain Rogers should be 
attended to in all matters respecting the building of a uew 
Packet, as those suggestions will come from a person who 
appears to your Committee to possess great kno\vlec^ m 
seamanship and ship-building, and by the experience of 
commanding a steam vessel through a most tempestuous 
winter, to have made himself master of the best method of 
managing.one at sea, and also of all the main properties of 
the mechanism of the engine. 

Your Committee have annexed to this Report the cvi-' 
dence of Mr. George Henry Frccling, Captain Rogers, Mr; 
J. Brown, and Captain John Percy, and also certain Queries 
which they have sent to several persons who haie hud tbe 
most experience in constructing and narigatiog steam ves- 
sels. They intend to continue their inquiries upon this 
interesting subject, and hope to present to the House a full 
Report upon all its details before the close of the SessioD. 

April 2, 1822. 



AN ACT 

To ascertain the Tonnage of Vessels propelled by Steam/ 

59th Geo, 3. Cap. 5. Be it therefore enacted, &c. that the 
rule for admeasuring ships or vessels to be propelled by 
steam, shall be as follows ; that is to say, the length shall 
be taken on a straight line along the rabbet of the keel 
of the ship, from the back of the main stern post to a per- 
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Jlppendix, 81 

[ ^ndicular line from the forepart of the main stem under 
jBie bowsprit^ from which^ deducting the length of the en- 

' gine-room, and subtracting three-fifths of the breadth, the 
? remainder shall be esteemed the just length of the keel to 
find the tonnage. And the breadth shall be taken from the 
outside of the outside plank in the broadest place of the 
ship or vessel, be it either above or below the main wales, 
exclusive of all manner of doubling planks that may be 
wrought upon the sides of the ship or vessel ; then multi- 
plying the length of the keel by the breadth so taken, and 
that product by half the breadth, apd dividing the whole by 
ninety-four, the quotient shall be deemed the true contents 
of the tonnage, according to which rule the tonnage of aU 
such ships and vessels shall be measured and ascertained ; 
any thing in any act or acts to the contrary notwithstand- 
ing ; provided idways, that it shall not be lawful to stow or 
place any goodS (fuel for the voyage excepted) in the said 
engine-room J and if any goods shall be so stowed or placed, 
iBuch ship or vessel shall from thenceforth be deemed and 
taken to be a ship or vessel which has not been admeasured 
according to the rules of this Act, and liable to all the con? 
sequences thereof. 
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APPENDIX (C). 



Chronological Catalogve of JVorks descriptUe a/ th» I 
Steam Etighie. 

BRANCAS. U Miicliiiic, Mio. Roma, 1629 

Marquis of Wotci'slcr's Cenmry of Invenlions, l2mo, 
London, 1663, 1746; CUisgou; I7r.7; London 1786, 
ISIS 
rapiii. Rccueil de Pieces, fico. Caase/, IfflS 

Sawry. The Minci's Friend, Svo. London, 1I« 

Isaac de Caus. New inveolion of Water Work^." 

London, WH 
Ars Ddva ad Aquatn Ignis adminiculo cfTicncissime ele* 

vandum. Ca.ssel, 1707 

John Allen. Narrative of several New Invenlions and 
Experimenis, particularly ilie navigniing a Ship in a 
Ciilnn, and Improvements on the Engine to raise 
Water by Fire, 8vo. London, 17)0 

Voyage de La Motraye, en Europe, Asic, ct Afrique, folio, 

3 vol. (See vol. ill. p. 3fiO.) La Haye, l73! 

Hull's Description of a new invented Machine for 
carrying Vessels or Ships out of, or into any Harbour, 
Port or River, against Wind and Tide, 12mo. London, 170 



* This tract contains a very accurate account of Savory's Engi«' 
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uMers's Course of Experiiftental Philosophy, 4to. 

LmidoHj 1763 
?y sur les Plimpes ^ Feu, 4to. ^msterdam^ 1774 

5 Description of an Improved Steam Engine, 

London^ \^^(y 

Id Theatrum Machinarum Generate, folio, Lips. 1780 
r. Architecture Hydraulique, 4to. Pans, 1782-90 
. Trait^ Th6orique at Experimental d' Hydro- 
imique, 8vo. 2 vol. PariSy 1786-7 

in de Mon Copi, CEuvres de. 1787 

Nouvelle Architecture Hydraulique, 4to, 

Petfrisy 1790-6 
►n and Watt's Directions for Erecting their new 
inted Steam Engine, 8vo. 
Statement of Boulton and Watt, in Opposition to 
nblower's Renewal of Patent, 8vo. London, 1792 

dorf. Lehrbuch der Hydraulik, 4to, Altenb. 1794 
on's Reports, 4to. London^ 1797 

Coal Viewer, and Engine Builder, 4to. Sheffield^ 1797 
jr's System of Philosophy, 4to. 1799 

re Verhandelingen van het Batasseh Genoolschap, 

Rotterdam f I SCO 
:r on Draining Land by the Steam Engine, 8vo. 

London^ 1813 
man on Propelling Vessels by Steam, 8vo. 

Glasgowy 1816 
on Steam Packets, 8vo. London, 1818 

Cyclopeedia, Art. Steam Engine. 
)n's Mechanical Philosophy, 8vo. Edinburgh, 1822 

PHiLosoPHiCAt Transactions. 

's Engine, vol. six. p. 481. 1697 

^'s Steam Engine, vol. xxi. p. 228. 1699 

's new Invention of expanding Fluids, vol. xli. p. 82 1 1741 

on Steam Engine Cylinders, vol. xlvii. p. 197* 17^1 

*f2 
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Appendix. 

Smealon on At Moara's Improvemeats on Savery's 
gioe, vo!. xlvii. p. 4S6. IJSl 

Fitzgerald od increasing Steam by Veatilation, vol, I. 
53, 370. IJffl 
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HlSTOlRB DB L' ACADBMIE RoYALB DBS SCIENCES. 

AmoDtODs' nre Wheel, p. lOl. 

Dupuy's Steam Engine, with De Moura's Improvements, 

p. 111. 

Gensanne'a Engine, p. 60, I?W 

Lavoisier on the Expense of Steam Engines, p. 63. 1771 

Machines bt Inventions approovees par L' AcAosn 

Mcy and Meyer's Engine, vol, iv, p. 195. i]M 

Bosrraud's Steam Engine, vol. iv. p. igi, igg. ITJt 

Gensanoe's Engine, vol. vii, p. 2S3. 1734 
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Air-pump, descriptioh of, i28; 
Alcohol, vapour of, its use as a substitute for steam, BS» 
America, the atmospheric engine first employed in,. 46. 
Amontons, fire-wheel invented by, 20. 

Atmospheric engine, suggested by Papin, 10; applied to the 
draining of mines by NewcOmeb^ 17 > description of, 149* 

Barometer^gauge, its use^ 130^ 158. 

Bell-crank engine, constructed by Boulton and Watt, 44. 

Billingsley, Mr. mode of boring cylinders by^ App. 16. 

Blenkinsop, Mr. constructs an iron rail-road for locomotive en- 
gines, 50^ t^ 

Boiler, empfoyed by Savery, 13G; Newcomen, 2£u/.; Boulton 
and Watt, 137; Woolf, 138; Trevithick, 13J); Brunton, 
Brindley, App. 2, 25. Fide Steam Navigation. 

Books, list of those connected with the steam engine, App. 82. 

Braithwaite, Mr. evidence upon steam navigation by, 96. 

Bramah, Mr. evidence upon steam navigation by, 80. 

Brown, Mr. evidence by, App. 74. 

Brancas, suggestion for a high-pressure steam engine by, 4. 

Brunton, Mr. evidence upon steam navigation, 106; improved 
mode of consuming smoke by, 184; App. 49, 59, 62. 

Cartwright, Mr. suggests the employment of vapour of alcohol 
as a substitute for steam^ 33; patents for steam engines by, 
App. 9, 13. 

Century of Inventions, notice of the steam engine to be found 
in, 5. 

Chapman, Mr. evidence upon steam navigation by, 87. 

Clyde navigation, account of^ 60* 

Cold water pump, improvement in, App. 1 8. 




86 INDEX. 

Collinge, Mr, evidence upon steam navigaiion by, 85. 

Condenser, introduced by Wait, 27 ; description of, 128, I5j 
by Mr. Cartwrighl, App. g. 

Congreve, Sir William, mode of consuming smoke and sovinf 
fuel, 1S2 ; rotatory engine by, App. 41. 

Cooke, Mr. rotatory engine by, 43, 

Counter introduced by Watt, 132, 

Crank and fly-wbeel first suggested by Hulls, 18. 

Cylinder and piston of atmospheric engine, 123, 150; by Bod 
ton and Watt, 153; patents for, App. 16,21. 

Deslundes, stcam-nheel invented by, SO. 

Diagonal bracing, utility of in steam boats, App. 66. 

Dickson, improvement in steam navigation by, fiS. 

Dodd, Mr. evidence upon steam navigation by, 90. 108, 117fl 

Donkin, Mr. evidence upon steam navigation by, 7l, 

Double-acting engine suggested by Falck, IQ. 

Draining land by steam engines, 20, 23. 

Edelcraniz, Chevalier, safety-valve invented by, 142. 

Eduction pipe, 155. 

Evans, Mr. Iiigh-pressure engine by, 47. 

Expansion engine invented by Mv. Watt. 

Explosion of a steam-boat at Norwicli, 73- 

Feeding pipe described, 151. 

Fire reguliilor. Ftrle Bhunton. 

Fire-wheel invented by Amontons, 20. 

Fly-wheel, description of, 132; rule for proportioning, 133; 
dispensed witb in a rotatory engine, 180. 

Francois, engine for draining laud by, 20. 

Freeliog, Mr. evidence by, App. 66. 

Freemantle, Mr. improved cold-water pump by, App, 18. 

Fulton, Mr. introduces the steam-boat in America, 53, 65. 

Furnaces, witnesses examined by Committee of House rf 
Commons upon, .\pp, 44 — 64; Brancker, 62; Brunton,49i 
59, 62; Dugdalei 56; Finlay, 59; Gregson, 44; HaweSj 
56 ; Losh, 49 ; Mills, 56 ; Moult, 47 ; Partes, 52 ; PerkinJ, 
55; Phipson, 54 ; Smith, 62; Spurrel, 35; Taylor, 57; Tut- 



hill, -17; Wakefield, 42. 
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Galloway, Mr. evidence, upcui s^eam Davigalion hj, 93« 
.G augeTCoqks described, 151, 
Governor, description of, 135, 157. 

Hall, Mr. evidence upon steana navigation by, 97* 

High-pressure steam, its use as a prime mover, 36 ; first em- 
ployed to advantage by Trevithick and Vivian, 38 ; descrip- 
tion of, l6l. 

High-pressure boiler, 138, 139, App, 26. 

Holyhead sailing packets, App. 66. 

Hornblower, engine with two cylinders by, App. 6, 10, 23. 

Hull, Mr. steam navigation suggested by, 53 ; proposes the 
employment of a crank and paddle wheels, 54. 

Hunt, Mr. account of American steam navigation by, 75. 

Jessop, Mr. evidence upon steam navigation by, 109. 
Kempel, rotatory engine by, 42. 

Lean, Mr. evidence upon steam navigation by, 1 16. 

Lester, Mr. evidence upon steam navigation by, 117. 

Leopold ascribes the invention of the high-pressure engine to 
Papin, 36. 

Locomotive engines, their employment at the Royal Arsenal in 
Paris, 50; advantageously used by Mr. Blenkinsop, ibid.; 
patents for, App. 37, 40. 

Lushington, Mr. introduces the steam engine to Trinidad, 47* 

Linnaker, Mr. obtains a patent for improvements in steam na- 
vigation, 60. 

lama, reception of Mr. Trevithick at, 49. 

VjJMaudslay, Mr. evidence upon steam navigation by, 91* 
^;^pjfasterman, Mr. rotatory engine b y, 44,75. 
;^JMask employed in rotatory engine, 176. 
j-^jMead, Mr. rotatory engine by, App. 32. 
"X ]M[ercurial-gauge, its actioq described, .158. 

Meteor, steam packet, App. 66. 

Mississippi^ account of steam>boats employed in its navigation, 
66, 77. 

lforland,Sir Samuel, bis ingenious inventions, 7> table for the 
size of cylinders by, 10. 
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88 INDEX. 

Moura, Suvcry's engine iniprovecl by, 13. 

Newcomen applies (be atniosphefic engine to the drah 

mines, 17 J described, 149- 
Nimmo, Mr. evidence upon steam navigation by, 1 10. 
Norwich, explosion of a steam-boiler at, 71. 

Patents for steam engine, App. I — 43. Aldcrsey, 43 ; Barton.STj 
42 ; Batley, 9; Bennet, 43 ; BilHngsley, 16, 3S ; Bisbop.li; 
Bbkey, S; Boaz, 25; Bodley, 39; Gramah 15; Brauiib 
and Dickinson, 8 ■- Brindley, 2; Bcoderip, 36; Brodle.Si; 
Browne, 43; BMiaiun, 37, 42; Burgess, 8; Cartivright, 9, 
13; Chapman,.S7; Church,41; Clegg,32; Congrcve,<l; 
Crowtlier, 13; Dawes, 39; Deverell, 20; Ditkson, 10; 
Donkin, IG ; Dodd, 30; Dodd and Stephenson, 38; Doa- 
kin, 37; Earle, ^5; Egells, 43 ; English, 32; Fesenmeyer,33i 
Flint, 28; Fosand Lean, 36; Eraser, 41 ; Freemantle, lfi| 
Griffith, 43; Hague, 42; Hase, 14j Hornblower, G, 10,83; 
Hulls, 2; Jones and Plimley, 4; Lane, 32; Leach, l6; 
Losh, 38,40; Mainnaiing, 40; Malam, 41 ; Manby,43; 
Maudslay, 31; Masterman, 43; Mead, 32; Miller, ffl; 
Moore, 42; Moult ■10; Maaro, ihid.; Muntz, 39; Murray, 
U, 14, 16; Murdock, U; Neville, 40; Newcomen md 
Cawley, 2; Nicholson, 30; Noble, 33, 37; Ohlliam 41,42; 
Penneck,43; Poole,4l; Poniifex,42; Preston,3l; Pricejit. 
Pritchard, 43 ; Queiroz, 10; Rapozo, ii(Vi. ; Rastricl(,37 
Rider, 21,42; Robertson, 13; Rogers, 39; Routledge.W; 
Rowiitree, 10; Sadler, 9; Saint, 16; Savcry, 1 ; Scott, 40; 
Seaward, 42; Sharper, 15; Smith, 31 ; Steed, G ; Steiii,43i 
Stensoo, 39; Stevens, 25 ; Stewart, 5 ; Street, 9 ; Strong,ii.| 
Symington, 15; Thomson, 9; Tindal, 39; 'IVotter, 2Si 
Trevithick, 15, 33; Wakefield, 63; Washborough, ii 
Walt, 3, 7; White, 37; Wilcox, 19, 29; Wilkins 
Witty, 33, 35, 37 ; Woolf, IB, 19, 26, 34; Wright, 42. 

Parkes, Mr. smoke-consuming apparatus by, App. 5 2; evideiict 
in favour of, 53, 57. 

Papin, Dr. describes a mode of raising water by the agency of 
steam, 11 ; description of an atmospheric engine by, tW 
improves Savery's engine, 16. 



INDEX. 89 

Parallel motion^ construction of^ I3d. 
Percy, Capt. evidence by, App. 77« 

Piston, description of, 123 5 improved by Woolf, 125; ex- 
panding metal, by Cartwright, 126. 
Plug-frame, its application, 31, 154. 
Pontifex, Savery*s engine improved by, 145, 149. 
Portable steam eDginie constructed by Mr. Smeaton, 35. 

Report of Committee upon steam navigation, 118; upon steam 

engines and furnaces. App. 44. 
Richter, Mr. evidence upon steam navigation by, 103. 
Rider, Mr. improved regulator by, 21. 
Rotatory engine, suggested by Kempel, &c. 42 ; improved by 

Masterman, 43; patents for, App. 8, 9, 10, 12, 17> 23, 28, 

29, 32, 33, 35. 
Rogers, Capt. evidence by, App. 69* 

Sadler, Mr. rotatory engine by, 9. 

Safety-valve, its use, 140. Fide Steam Navigation. 

Savery, Captain, obtains a patent for a new mode of raising 
vi^ater, 13, I4. 

Smeaton, Mr. portable steam engine, constructed by, 35. 

Smoke from steam engine furnaces, mode of consuming, 180; 
parliamentary investigation concerning, App. 44. Fide 
Patents, 

Snifting-valve described, 151. 

Soho, described by Mr. Darwin, 30. 

Sovereign steam-packet, App. 66. 

Steam, phenomena connected with the formation of, 2, 3. 

Steam-gauge its use described, 130. 

Steam-navigation, first suggested by Hulls, 54 ; attempted by 
Duquet, and the Marquis de Jouffroy, 57* 

Steam navigation, witnesses examined by Committee of House 
of Commons, 70 — 122; Braithwaite, 96; Bramah, 80 
Broderip, 43; Brunton, 106; Chapman, 87; Collinge, 85 
Donkin, 71 ; Dodd, 99, 108, 117 ; Galloway, 92; Hall, 97 
Hunt, 75; Jessop, 109; Lean, II6; Lester, 117; Mauds- 
lay, 9I; Nimmo, 110; Richter, 103; Steel, 165; Taylor, 



fFvris lalritf puliUshed Ay J. Taylor. 



AN ESSAY ON THE SHAFTS OF MILLS} 
CONTAINING THEIR DESCRlPnON AND USE, 



M THE KINDS OF SmeSS TO WHICH TilET ABE SUBJECT, 1 

iNOtnuy IKTO iiiEin sniryEss, si-kength, durabii-itt, 

♦ND PROPORTION; 



A VARIE'lT OF USEFUL TABLES. 



An Introduclory Account 




I 



PROGRESS AND IMPROVEMENT OF MILL-WOl 

By BUBERTSON BUCHANAN, Zosiaent 

i Three Plates, pncg 



ESSAYS 

ON IHE OONSTRUCnON AND DURABnjTT OP THE 
LONGITUDINAL CONNECnONS OF SHAFTS 
DENOMINATED COUPLINGS ; 
On Methods of Disengaging and Re-engaging Machioetf, 
while in Motion. — On Mechanism for Equalizing the Mo- 
tion of Mills, denominated Lift-Tenters, Engine Gova- 
nors, and Water-Wheel Governors. — On the Velocity »f 
Water-Wheeb — On Changing the Velocity of Macbino? 

while in Motion On the Framing of MiU-Work. 

Br ROBERTSON BUCHANAN, BngiMer. 
lUustrQted with Fifteen Plates, price 12<. boards. 
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A 

CATALOGUE 

or 

MODERN BOOKS 

OS 

ARCHITECTURE, 

Theoretical, Practical, and Ornamental; 

VIZ. 

BOOKS OF PLANS AND ELEVATIONS 
FOR COTTAGES, FARM-HOUSES, MANSIONS, *c. 

TEMPLES, BRIDGES, ^jTc. 

C^Orftamentsfor internal Decorations^ Foliag for Carvers^ S(c» 

ON PERSPECTIVE. 

Books of Use for Carpenters, Bricklayers, and 

WORKMEN IN GENERAL, iSfc. i^C. 

Which, with the best ANCIENT AUTHORS, af« consUntly 

on SALE at 

J. TAYLOR'S 

ARCHITECTURAL LIBRARY, 

No. 59, 

HIGH HOLBORN. LONDON. 



WHKRE MAT BB HAO| 

The WORKS of the mott celebreled 
FRENCH ARCHITECTS and ENGINEERS. 



A 

CATALOGUE, *c. 



/"WW, no,* a flan y 91 
ofJupiler, Arcbc/Titm, 
hpapim,, Trntli of CtrUi 
Ruini at Salanua, JiillagH» 
rgt Map of Greece — Mi^ ^ 



and Architect], in four large Volumei Polio, Price 15/. 4J. b 
board).— Till Wer* eaniaias jl* Platti, engraved by tbi best Anna, 
t/Fitwi, ArebiUclun, Ptam, &c. •with LelttT-fress, Hiitari;eJ mt 
btirnplme, iltiutraliiig bj a Htiearit »f many Yean' Labeat mt 
p*at Skpinm. tbt furtit Emmplii of Cfteian Artbiliclnre, mtlf 
If •which nthniier rxilt, and ibe Tracel of ihin can br found mi^IM 
Ibil iftrk. T 

Contenti of the Work. 
Dtric Parlice at Albem, lomc TemfU on the Itiiius, Oeiagen Tiitotr^ 
Andnnttui Cyrreilei, Lantbarn vf Dtmaitbena, Staa, nr Parliia M 
Athens ! And A large fiiiu ef the Aerufnlii. TeapU of Mintt^f, 
TimpU tf Br/ribrM, Thituri ef BMehns, Cheragic Menumoaigf 
ThraijlUj, fie. Prepjflea : And a targe Tuw, aiui a Plan rf 91 
AcTdfolii. Temple of Tbeieai, TemfU ofJupiler, ArcbofThtf^- 
Ajaeduct of Hadrian, Mtnumenl ef Fblhpappa "" '' '• " - 
Bridge if the lliinu, OJeum ef Regilla, Ruini a. 
on Ike Island of Deki, Qfc-^Ahe a large ' ' 
Altiio—Ptan of Altemj, Of. 
The Fourth Vol. which is just PubHsbeil, contains alt (bel** 
maining Scolplure of the Temple of Minerva at AtbMI, 
with sundry Fragments found in the Greek Islands; rfw 
the entire Details of the Antiquities at Pola, in I'iria.faM 
the Drawine* left by Mr. fluarl. Engraved on 103 Pl3b> 
imperial folio, 7I. 7s- Boards. 
The Third Volume maybe had separate, to complete Sets. 

61, ty. in boards. 
A Eiiof en the Dtrie Order of Arebittclure, eontaimng an I 
View i)f its Kite and Plo^reig among the Ancients, with a 
Investigation ofiis Principle? of Composition and Adaptntio 
dcrn Use, illustratecl by Figuies from tbe principal Antiq 
amples, drawn to one Scale, on 7 Plates, by E. Aikia, ' 
large Folio, i/. ji. boarda. 
The Ancient Baildir^i of Rame, accurately m»asured and deli 
Antony Deigadeta, with Explanations in French v. ' " 



Text translated, and the Plates engraved, by the late Mr. Ottm^ 
Manbatt, Arcliiiect, i vols, imperial folio, with 137 Plates, ftSt 
Gl. ifis. 6d. half bound. ^ 

Plans, Elevations, Sections and Views of the Church of Baialia, n 
the Province (^ Emremadura, in Portugal, with an History wd 
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_ :riptioh> by Father Luis de Souiai with Reinarkt, to which it 
prefixed an Introductory Discourse upon the Principles of Gothic 

^A^itecture, by James Mwrphjt Architect. Illustrated with ay 
3Mint Plates, printed on Imperial Folio, and hot-pressed. Price 

-4f«7i4s* 6d. half-bound. 



/ nf Gothic Arcbiiicturei consisting of Doors, Windows, 

esses. Pinnacles, &c. with the Measurements ; selected from 

lent Buildings at Oxford, &c. Drawn and etched b^ F. Mac- 

ie and A. Pugin, On 6i Plates, Quarto, Price iL as. m Boards, 

• Vx^^y > ^^^ ^^ Imperial Paper. 3I. 3s. Boards \ to range with 
' Jmton's Architectural Antiquities and Cathedrals. 

Ttkt Jtrcbitectural Antiquities of Great Britaiit, represented and iiloi- 
• Mted in a Series of Views, Elevations, Plans, Sections and Details, 

 flf :Tarlous Ancient English Edifices, with Hbtorical and Descrip- 
tive Accounts of each. By John BrittoUi F. S. A. 4 Vols. QgartOy 

:• iMb %7S elegant engraved Plates, %ih in Boards, and on large 

< i'Blper 3zl. 

JILjw The parts may be had separate to complete Sets, at los. 6d. eachj 
j^pge Paper x6s. 

dm Mttorical and Architectural Essajf, relating to Redclifie Church, 

- MnoI, illustrated with la engravings of Plant, Views and Detailt, 

Mlb an Account of the Monuments, and Anecdotes of eminent 

Persons connected with the Church. Royal Octavo, z68« Medium 

', jQuirto, 1I. 4s. and Imperial Quarto, xL iis. 6d. 

H^^ The Quarto sizes will range with the Architectural Antiques. 

ihedral Antiquities of England^ or an Historical, Architectural 

Graphical Illustration of the English Cathedral Churches. 

hhn BrittOHy F. S. A. Of this work, one Part, containing 6 

y Plates, is published every three Months, Price xss. Medium 

to, and on Imperial Quarto il. 

Salisbury Cathedral is completed in 5 Parts.— /Tdrti/fVi^ 
rdral is completed in 4 Parts.— Winchester Cathedral it 
iplete in 5 Parts. — York is completed in 6 Parts. — Litchfield it 
oappleted in 3 Parts. — Oxford \^ complete in 2 Parts. 

Sm^'j^story and Antiquities of the Parochial Church of St. SammtTi 
sStkwark, illustrated by a Series of Engravings of exterior and 
" >r Views, Ground Pian, and Details of that Edifice. From 
pings by fT, G, Moss, 17 Plates, 4to., Price, in Boards, 
jixs. 6d. Proof Impressions on India Paper, al. xas. 6d. 

JUl^illKRri of Gothic Architecture, selected from the Parish Church of 
«jjLHEfiiham, in Suffolk, on 40 Plates quarto. Price x8s. boards, on 
• S^ Paper, il. 5s. 

JfifMtmft*s Architectural Antiquities of Southwell, &c. Two Parts, 
^ Mplfo, with 23 elegant Plates, 11. Is. Boards* 

ftHfiMltrnaments of the Cathedral Church of York, by J. Halfi^mj, 
w^ Plates, large Quarto. 

«'T Fre^menta 



m 
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FragmiKta Fetusfa^ or the Ancient Buildings of York, by y. Bt$^ 
' petm^f 34 Plates, large Quarto. . ; 

Thi Rm^ments of Ancient Arcbiteciurit containing an Historical Accdrfllt 
of the Five Orders, with their Proportions, and Examples of lUh 
from Antiques t Also, Extracts from Fitrwvius^ P^i»yf &c. relao^ 
to the Buildings of the Antients. Calculated for the Use of 
who wish to attain a summary Knowledge of the Science of 
tecture j with a Dictionary of Terms t illustrated with 1 1 
The Fifth Edition, Boards, 8s. 

Sssnys 9n Gstbic ArcbiUcture^ by the Rev. T. Warton, Rev. J. Bent||ri|fe, 
Capt. Grose, and Rev. ]. Milner. Illustrated with ii Piates ofOr- 
naments, ice. selected from Ancient Buildings, calculated to exlMt 
the various Styles of different Periods. The third Edition, "with 
a List of the Cathedrals of England and their Dimensions. Octiio. 
1 OS. 6d. Boards. 

An Historical Survey of tbe EccUsiartical Antiquities of France, with I 
View to illustra;e the Rise and Progress ot Gothic ArchitectiaSKk 
Europe. By the late Rev. O. D. fFbittingtou, of Cambrk 
Elegantly printed in Royal 8vo. With a Frontispiece of the Fi ^ 
of the Cathedral Church at Rheimes. i as. Boards. J^ 

A Treatise on the Ecclesiastical Arcbitecture of England y durinj^l^ 
middle Ages, with xo illustrative Copper Plates, by the Ret. J. 
Milner, D. D. F. S. A. Royal Octavo. 158. Boards. 

Observations on Englisb Arcbitecture, Military, Ecclesiastical, fcbd 
Civil, compared with similar Buildings on the Continent j including 
a critical Itinerary of Ox/briand Cambridge : also Historical Notices 
of Stained Glass, Ornamental Gardening, &r. with Chronolqdcal 
Tables, and Dimensions of Cathedrals and Conventual Churgbes, 
by the Rev. James Dailaivay, M. B. F. S. A. Royal Octivo. 
I2S. Boards. 

An Essay on the Origin, History and Principles of Gothic Architec- 
ture, by Sir James Hall, Bart, large Quarto, handsomely printed, 
with 60 Plates elegantly engraved, of select Examples, 5I, 5s. 
in Boards. 

Tbe Builder^ s Price Book 5 containing a correct List of the Prices allowed 
by the most eminent Surveyors in London to the senjural drt^Uers 
concerned in Building: including tbe Journeyme^C s Prices* A 
tiew Edition, correctedj by an Experienced Survt-yor. Sewed, ^s. 
With an Abstract of the Building Act, and a Plate ot the WaHs, &c. 

yiirwvius Britannicus, or the British Architect; containing Plans, 
Elevations, and Sections of the regular Buildings, both Public and 
Private, in Great Britain. By IToolf and Gandon, Archiletts, 
a Vols. Imperial Folio, ivl. iis. half bound. 

N. B, Gentlemen who wish to bind these Volumes to cofli^lct^ 
Campbell's Vitruvius, may have them in Sheets, Price lol. lOfV 

There are a few Sets on hand of the 3 Volumes by CawlfMr 
price 61. 6t. in sheets. 

The 
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llfk^^w Fitruwms BrifamnaUf consisting of Plans and Elevatiooa of 
' iei|i Buildings, public and priTate, erected in Great Britain by 
most cdebraied JrcbitgctSf engraved on 14a Flatesyfrom original 
wings. ByG, Ricbardjom, Architect. Two Vols. Imperial 
lOy half bound» iil. iis. 

EUvaiietiSf and Sections of Buildings, Public and Private* 
nited in various parts of England, &c. including the Ntn» 
'MS Housi^ London^ with Plans, Details, and Descriptions. By 
fid Laingt F. S. A. Architect and Surveyor to the Board of Cus- 
t. Elegantly engraved on 59 Plates. Imperial Folioy Price 

ii|fU 5s* in Boards. 

»» Elevations^ and Sections of Buildings^ executed in theCountkt 
Norfolk, St^, rorksbire, WUtslm, fTarwicktbire, Stafardsbirt^ 
^Mmersetsbhre^ &c. by John Soane, Architect^ on 47 Folio Plates, 
^ICixs. 6d. 

> EUkmiions^ and Sections^ of Noblemen*s and Gentlemen*! 
■misea. Stabling, Bridges public and private, Teroplei* and 
littler Garden Building, executed in the Counties of Derby, 
Durham, Middlesex, Northumberland, Nottingham, York, Essex, 
^'iJtSy Hertford, Suffolk, Salop, and Surrey $ by Jamis Pmm^ 
chitect. Two Vols, with 176 very large Folio Plates, ti. St. 
f bound. 

Designs of Inigo Jones^ consisting of Plans and Elevations for 
blic and Private Building ; including the Detail of the intended 



U 







^M^ at Whitehall; published by IF, iTnrf, with some additional 
*9|ksigns. % Vols. Imperial Folio. 

Hpnt, Elevations, and Sections of Hot-ihusis^ Griin^Hnuej^ mm 

' wartww, Comervatories^ &c. recently built in different Parts of 

igland for various Noblemen and Gentlemen, by (?• 7W, Sur- 

ror and Hot*House Builder j including a Hot -House and a 

;n-House in her Majesty*s Gardens at Frogmore, on %7 Plates, 

mtly coloured, with proper Descriptions. Folio, il. las. 6d. 

oards. 

^HS for yiUas and other Rural Buildings, by EMmmd Aikin^ 

Mcbite^S witn Plans and Explanations. Together with an Intro- 

^mctory Essay, containing Remarks on the prevailing DefeAs of 

llodem Architecture, and an Investigation of the Style best adapted 

Id the Dwellings of the present Times ; engraved on 31 Plates large 

««.^|iarto. Price il. iis. 6d. in Boards. 

2»jferErj of Designs for Villas and Country Houses. Adapted with 
lidkoBomy to the Comforts and to the £l^;anciet of Modem life ; 
•ifipith Plans and Explanations to each. To which is prefixed, an 
Btsay on Modern Architeaural Taste. By C. A. Budj^ Arelitea. 
^Ipgraved in Aquatinta, on «4 Plates, large Quarto, in Boards, 

'^Uictural Designs ^ for Rustic Cottages, PicturespteDwelUngs^ ^iihSf 
.^^ p. with appropriate Scenery, Plans and Descriptions i to which 
.g^ prefixed some critical Observations on their Style and Charae- 
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ters ^^^ ^^ of Castlei, Abbies, and ancient Engluh HouMi/-^ 
Concluding with Practical Remarks on Building, and the CanM 
of the Drf Rot. By IT. F, Poeock^ Architect. Elegantly - eft- 
graved on 33 Plates, Royal Qiiarto, Price il. lis. 6d. in Boardi. 

Designs for Lodges^ and Entrances to Parks, Paddocks, and Pleatiap 
Grounds, in the Gothic, Cottage, and Fancy Styles, with chan»> 
teristic Scenery and Descriptions in Letter-press, by T, D. W, Duim, 
elegantly engraved on lo Plates, large Quarto, U. 1 Is. 6d« Bowik 

Sketcbis im Arcbiiecture^ consisting of original Designs for CotttgH 
and Rural Dwellings, suitable to Persons of moderate Fortune, wmk 
for convenient Retirement \ with Plans and appropriate Sceiie|f 
to each ; also some general Observations. By T, D. IF. Dh^ 
Architect to his Royal Highness the Duke of Clarence. Elegancy 
engraved on ao Plates, large Quarto, Price il. ys. in Boardi* 

Plans and Fiinjos of Buildings executed in England and Scotland li 
the Castellated and other Styles. By R. Lugar^ Arcbitect^ oa |ft 
Plates Royal Quarto with descriptive Letter-press, Price al. st. ill 
boards. 

Arcbitectural Sietcbis for C&ttzgtSp Rural Dwellings, and Villas: mrtk 
Plant, suitable to Persons of genteel Life and moderate Fortune i 
proper for Picturesque Buildings, by R, Lugar, Architect aiai 
Land Surveyor; elegantly engraved in Aquatinta, on 38 Pll^ 
Boards, rl. i is. 6d. 

Tbe Country Gentleman" s yfrcbitect, containing a Variety of Designs for 
Farm Houses and Farm Yards of Different Magnitudes, arranged on 
the most approved Principles for Arable, Grazing, Feeding and 
Dairy Farms, with Plansand Sections, shewing at large the Construc- 
tion of Cottages, Barns, Stables, Feeding Houses, Dairies, Brew- 
house, &c. with Plans for Stables and Dog-kcnnels, and some De- 
signs for Labourers' Cottages and small Villas. The whole adapted 
to the Use of Country Gentlemen about to build or to alter. En- 
graved on ai Plates, with some General Observations, and full Expla- 
nations to each. By R» Lugar. Qu^arto, il. 5s. in Boards. 

Designs for Small Picturesque Cottages, Hunting Boxes, Park Entrancti^ 
Sec. by £, Gjfford, Architect. Part I. Engraved in Aquatinta, on 
20 Plates, Quarto, il. is. Boards. 

Designs for Elegant Cottages, and small Villas, calculated for the Com- 
fort and Convenience of Persons of moderate and of ample Far- 
tune, carefully studied and thrown into Perspective, with General 
Estimates, by E. Gyfford, Architeft. Part IL Engraved in Aqua- 
tinta on 26 Plates, Quarto il. us. 6d. boards. 

Hints for DnxjelUngs, consisting of Original Designs for Cottages, 
Farm-houses, Villas, &c. plain and ornamental; with Phos 
to each, in which strict Attention is paid to unite Convenience 
and Elegance with Economy. Including some Designs for Town- 
houses. By D. Laing, Architect, and Surveyor. Elegantly en- 
— gi*aved 
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ived on 34 Plates in Aqwadnta, with appropriate Scenery, 
larto, 1 1. 5s. in boards. 

J^JBl^j for Country Houses^ Fillas^ and Rural Dwillings ; calculated 

^ht Persons of moderate Income, and for comfortable Retirement. 

.ft A^ ^^^^ Desij^ns for Cottages* which may be constructed of the 

nmplest Materials ; with Plans and ^neral Estimates. By ygbn 

Fla-w. Elegantly engraved in Aquatmta on 4.% Plates» (^arto, 

'^1. I IS. 6d. in Boards. 



Orne'e, or Rural ImprovemettiSt a Series of Domestic and Oma- 
Aifental Designs, suited to Parks, Plantations, Rides, Walks, RirerSy 

li^nrms, &c. consisting of Fences, Paddock House, a Bath, Dog- 
fcennels, Pavilions, Farm-yards, Fishing-houses, SportingrBoxes, 
Shooting-lodges, Single and Double Cottages, &c. calcu&ted for 
Landscape and Picturesque Effects. By 7«^i Planv^ Architect. 
Engraved in Aquatinta on 38 Plates, with appropriate Scenery. 
Plans, and Explanations. Quarto. In Boards, 1 1. lis. €d*.' 
M Essay on British Cottagi Arcbiiectun^ exemplified by fourteen 
Designs, with their Plans, &c. on 23 Plates, designed and exc- 
cnted by James Malton. The Second Edition, with two additional 

*4lates, large Quarto, Boards, li. iis.6d. 

A GoUection of ^Ircbiteetural Designs^ for Villas, Casinos, Mansions, 
Lodges, and Cottages, from original Drawings, by JmrniJ 
tUtndall, Architect, engraved in Aquatinta, on 34 Plates, 
Folio, 2I. I2S. 6d. 

nl^ Architect and Builder^ s Miscellany ^ or Pocket Library ; containing 
original Picturesque Designs in Architecture, for Cottages, Farm, 

«^t{^untry, and Town Houses, Public Buildings, Temples, Green. 

•houses, Bridges, Lodges and Gates for Entrances to Parks and 

(iffleasure Grounds, Stables, Monumental Tombs, Garden Seats, ftc. 
By Charles Middleton^ Architect. On 60 Plates, coloured. Octavo, 
il. IS. bound. 

Chmden^s Convenient and Ornamental Architecture \ consisting of Origi- 
nal Designs for Plans, Elevations and Sections, beginning with the 
Fkrm-house, and regularly ascending to the most grand and magni- 
ficent Villa ; calculated both for Town and Country, with £xpla» 
nation in Letter-press, and exact Scales. Engraved on 70 Cop- 
per-plates, 1 6s. Boards. 

A Series of Plansy for Cottages or Habitations fvr the Labourer^ either in 
Husbandry or the Mechanic Arts, adapted as well to Towns at 
to the Country. To which is added, an Introduction, containing 
many useful Observations on this Class of building, tending to the 
Comfort of the Poor, and Advantage of the Builder \ with Calcula* 
..^ions of Expenses. By the late Mr, J. If^ood, of Bath, Arch^^ect. 
A new Edition, corrected to the present Time, with 30 Plates, large 
,4to. il. IS. 

9m Country GentlenuuCs Architect^ in a great Variety of New Designs 
.^'^r Cottages, Farm-houses, Country-houses, villas, Lodges for 

Park 
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Park or Garden EBtruiGet» tad omancflCal wooden Gates, m/tt 
Plant of the Offices belonging to each Design $ distributed wkk 
a strict Attention to Convenience, Elegance and Econom* 
On %% Qaarto Plates. By J. MilUr^ Architect. Sewed, lOi. A 



Eism^t §f tht L§iuhm JMdtertmral Saektj, OctaTOy 4 Plates. |ik 
Boards. Also the Second Part, 4. Plates, ts. 6d. 

Jtikim'^s Essay on the Doric Order, 7 Plates, Imperial Folio. IL 2|k 

Boards. 

\ 

Fitrmwut Britmmiau^ by Campbell, 3 Vols. Folio, 61. 6s. in Sheets. 

Tbe CoMiiimati9m /« Camf6tii, by Woolf znA GomJm, Vol. 4 and jb 
sol. I OS. in Sheets. 

Chamiffrs's (Sir mUiam) Treatise on Civil Architectore. 

Chambers*! Buildings and Views of Kew Gardens. 

Cbambers*! Designs for Chinese Buildings, &c. 

Chamben^j Dissertation on Oriental Gardening, 4to. 9s. 

GwUt on Arches, 8vo. 4 Plates. 6s. 

^tfr/ on Arches, and their abutment Piers, octavo, 19 Plates, ith 

^ATf*! Remarks on Theatres, octavo, 3 Plates. 7s. 

Afwood on Arches, quarto. Two Parts. Plates. 1 8s. 

Maiton (James) Perspective, Qjiarto, il. is. 

Paine^s Plans t EUvathns, &c. of Noblemen's Seats, &c. folio, a vdi. 
Half bound, 81. 8s. 

The Architectural Antiquities of Athens, by Stuart, 4 vols, of Rome, 
fialbec, Palmyra, Poestum, Ionia, de la Grece, par Le Roy, Sec. Set, 

The Unedited Antiquities of Attica, by the Society of Dilettanti, 
Folio, elegantly engraved and printed, 10/. 105. boards. 

Pompeiana, by Gc//and GanJy. Octavo. 5I. 15s. 6d. 

Delineations of Pompeii, by Major Cockburn, Folio. 

Jilason*s Views of the Antiquities of Pola. Folio. 

IVilkins^ Antiquities of Magna Graecia, &c. Folio. 7I. 7s. 

IFilkins^ Translation of Vitruvius, 2 vols. Quarto, 4I. 4s. 

Newton's Translation of yitrwvius, 2 vols, folio. 

Murphy'' s Arabian Antiquities of Spain, 100 Plates, large folio. 

Nicholson'' s Principles of Architecture , 3 vols. 8vo. 3I. 3s, boards* 

Nicliolson's Architectural Dictionary, 2 Vols. 4to. 

thanis Etchings of Ancient Ornamental Architecture. 100 PlatCf* 
Folio. 3/. 3s. boards. 

^ Treatise on Theatres^ including some Experiments on Sound, by G* 
'^eutnders, Architect, with Plates, 4to. boards, 16s. 

Smeat&iCt 



\ 
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S^iotofCs Dpicnption of the Edystone Lighthousct Platei , folio* 
tUf9rlSi by J. Smeaton, Civil Engineer, 3 v6ls. 4to. 4!. 144; 04. bdt» 

Sw»aton*s Miscellaneous Papers, 4to. il. is. Boards. 
on Water Wheels, 8vo. 5 Plates, los. 6d. 

C^«j^V Experienced Millwright. Folio, 44Plates.- il.ii. 

Antics on Mills, octavo, Plates. los. 6d. boards. 

MfifhBHan's Practical Es&ays on Mill- Work. 2 VoL 19s. boards. 

Qngory'^s Treatise on Mechanics, 3 Vols. 2I. 2S. 

UKUotTs Course of Mathematics. 3 Vols. il. xis. 6d. 

Button's Tracts on Mathematical and Philosophical Subjects* Aec. 

3 Vols. 2I. 2S. 

Pspivortb on the Dry Rot, 3s, 

ItMMdall on the Dry Rot, 3s. 

m^William on the Dry Rot and Forest Trees, quarto, il« i is. 6d. 

Ptrronet sur les Fonts ^ 2 Tom. 

RiBdor Science des IngenieurSi 4to. New Edition, with new Plates^ &c. 

BgUdor, l^ Architecture HydrauUque^ 4. Tom. Quarto. 

Nvwuelle Arch, Hydrauliqui, far Pronj^ % Tom. 

Pkraniji*! fTorks, complete, 23 Vols, large Folio, S30I. 

Mbrfaet*s Ornaments of the Faiicau, 3 Parts, Folio. 

iUttimnftire d* Architecture, Civih, MiUtairt it Nafuali^ fmr RoUmdt 

S Tom. Quarto, with 100 Plates. 

Mmu, Coupesy et Elevations da plus belles Maisons et des Hotels, i 
Farts, et dans les Environs, avec des Omemens, Folio, 110 
Plates. 

Ditrand Lemons d" Architecture, 2 Tom. 4to. 

Skrand Recueil et Parallele des Edificis Aneiins it Miderms, 91 veiy 
large folio Plates. 

Flmu, Coupes et Elevations de diversis Priubictions dg VArt dg Im 
Vharpente, par Kraft, 201 Plates, large Folio. 

Ormamenti dl Albertoli, 3 Parts, Folio. 

Mbueo Pio Clementino, 7 Tom. 
Mtaseo Chiaramonti, 

Wkheking on Bridges, Draining, Vc, In German. 4 Vols. 4to. aad a 
large Atlas. 

Wkhiking des Fonts d, Arches di Cbarpinti, 4to. with a laige Adaa of 
10 plates. 

Ommens de le Pautre. 3 Vols. Folio. 

MmMTse di Paris, par Brougtnara, 

Obtvres de Weyrotter, 
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^•yage dt la Gncij par Cbmstml Gn^^itt. % Volt. 

Autiqmtedi PeestuM, far Diiagardeiti. Folio. 1 

Ormmius de Cawvit. Folio. tl 

f^oyage Phtoresqui detlrtria^ par Casai. Folio. — 

f^ojage Pittoresqwe it la Saitse. 4. Vols. Folio. ^ 

yoy^e Pittwresque de Napli a Sidle. 5 Vols. Folio. lI 

Koyawe Pittoresque des hies de Siale^ de Make et de Lipari, peer MmS^ 
4 Vols. Folio. ^ 

Suite de Paysage^ de Bwrgim. Folio. ,«^ 

Cabinet de Pealmn, Proofs. 

Coupe de Pierre^ par GardeUe. 

Caaaux Navigablesp de Lalandtt Folio. 

Canal du Midi^ par Andreossi, % Vols. 410. 

Encfclopedie de VJngemeur^ par Delaitre. 3 Vols. tvo. and Atlas jf 
Plates. 1' 

Pousse des Terres^ par Maignes% 4to. »?. 

^raiti de VArt de Batir, par Rondtlet. 5 Vols. 410. Plates. »: 

Programme du Course de Construction^ par Sganxin, 4to. 
Decorations par Percier et FontainSf Folio. ..*; 

Palais et Maisons de Rome^ par Percier, Folio. a'.. 

Italia avant il Dominio di Romani, par Micali, 4 Volt. 8vo. and Atlift- 
Manuel du Tourneur, z Vols. 4to. Plates. 
Dict'ionnaire des Graveurs, z Vols. 8vo, Plates. 
Memoire de V Architecture, par Paiie, 4to. 
(Joupe de Pierres, de Frexiere, 3 Vols. 4to. 
Description du Pont a Moulins, par RegemortCy Folio. 
Roulet Machines de Theatre, 
Scrittori delt*acqua> 8 Vols. 4to. 
Paris et ses Monumens, par Baltard. Folio. 
Musie des Monumens Francais, par Lenoir, 6 Vol. 8ro. 
Annalcs du Musee, par Landon. 
Bossut Traitc d^Hydrodynamique, z Vols. 8vo. 
Bossut et Fiallet sur la Construction des Digues, 
Bremontier sur ie Mowuement des Ondes, 
Decessart Tra^vaux Hydrauliques, 2 Vols. 4to. 
Ducrest D'Hydrauferie, 
Les Fontaines de Paris, par Duval, 
Cautbey de la Construction de: Fonts. 3 Vols. 4to# 

Lesagt 
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dvuirj Memoires Jes Fonts it Cbaussies, % Voli. ^to« 
Mr» Prtjit d*utie Gare a Ckoisf. 

M Hydrodynamique . 
fmd Siatique des Routes, 
tjjgfil dimension des Fers qui doivent former la eoupole de la Halle ohm 

f^ Rejtauratiom du FaHtkeoK. 

Plans de Maisonsy &c, DUtalie* Folia. 

QjlMV HoUandeis. Plates, coloured. 

em HollanJe. 3 Vols. Svo. Plates. 

d* Amsterdam. 

du Foyageur en Hollande. 

Pfinciples of Linear Ferspectinie^ or the Art of Designing on a 

'PUnff the representation of all Sorts of Objects in a more general 

and umple Method than has been hitherto done. Illustrated by 1% 

iQnarto Plates. By Brook Taylor, LL.D. and R.8S. The Fourth 

Uitiony Svo. 14s. in boards. 

ijr. Brook Taylor's Method of Fersfective made easy both in Theory and 

IhytSice; in two Books: being an Attempt to make the Art of 

jWspective easy and familiar, to adapt it entirely to the Arts of 

MBign, and to make it an entertaining Study to any Gentleman who 

■Inll choose so Polite an Amusement. By Joshua Kirby. Illus- 

'^Vited with 35 Copper-plates. The Third Edition, with several 
'Additions and Improvements. Elegantly printed on Imperial 

' 'faper. Half Bound, xl. 12s. 6d. 

llr Persfecti*ve of Architecture , a Work entirely new ; deduced from 

 the Principles of Dr. Brook Taylor, and performed by two Rules 

^^'of universal Application. Illustrated with 73 Plates. Begun by 

'Ammand of his late Majesty when Prince of Wales. "By Joshua 

^bj. Elegantly printed on Imperial Paper. 3I. 3s. half bound. 

tir Description and Use of a nenu Instrument called the Architectonic Sec- 
49rj by which any Part of Architecture may be drawn with Facility 
••«nd Exactness. By Joshua Kirby. Illustrated with 25 Plates $ 
'elegantly printed on imperisd Paper. Half bound, li. 16s. 

iQie two Frontispieces, by Hogarth, to Kirby*s Perspective, may be 
. ,4iad separate, each 5s. 

^ e devn Finishings for Rooms, a Series of Designs for Vestibules, Halls, 

* Stair Cases, Dressing Rooms, Boudoirs, Libraries, and Drawing 

.. Rooms, with their Doors, Chimney Pieces, and other finishings to 

...a lar^e Scale, and the several Mouldings and Cornices at full Size, 

ibowing their Construction and relative Proportions: to which aie 

added some Designs for Villas and Porticos, with the Rules for 

drawing the Columns, &c. at large. The whole adapted for the 

Use 
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tJw snrt Wrertlon of <!»*iy Person fngageJ in the practical Punl 

Building. I>y ^- F- Painck, Aitbiteet, mi 86 I'latei, quartOt alt^b 

lioaad. ^ 

I f%r Stndatt'i Inttruclar in drawing and working the ri*e C 

, ,Aichitecture i fully explaining the best Meihodx of strikiug n 
aod quirked Moulding}, for aimiiiiiliing and glueing of C«i 
and Cipitalt, for finding the true Diameter of an Ordt-r to anVJjt' 
Height, for striking the Ionic Volute circular and ellipde^, I 
finished EKamples, on a large SCftle, of the Orders, their I^aqF 
iiQ. and iome Designs for Door Cases, by Ptitr Nichlstn, engl 

n 41 Plates octavo. 109. tid. bound. A new Edit'- 

and much enlarged. 

Tht Carptnlir's Netu CuUf, being a complete Book of Lines forCif: 
penUy and Joinery, treating tolly on Pnctical Geometry, SoUBm 
Brick uid Plaster Grains, Niches of every Dcicripiion, SkfAij^mf 
lines for Roofs and Domes, vrith a great Variety of Desi^uf fg 
Koofi, Truised Girders, Floors, Domes, Bridges, &c. Stair-c^^ 
and Haiid-rniU of varioD« Constructions. Angle-Bars for ^& 
Fronts, and Raking Mouldings, with many other Things eumf 

. new 1 the Whole founded on true Geometrical Principles, the TC 
cry and Practice well explained and fully exemplified on S4. CotajEt 
Plates i including some Observations and Cakulaiions ofljb 

, Streng;th of Timber, by P. JVii&i/jon, <i.to, il. »s. the Sixth EJi^ 
ected and enlarged. 

Titf Carfenter ondJoinir'tAsnttaiil, containing Practical Rulctpr 

' making all Kinds of Joints, and various Methods of Hingeing tUM 
together; forhanglngof Doors on straight or circular Plans j forjl 
ting up Windows and Sbutleps to answer various Purposes, 
Rules for hanging them; for the Construction of Floors, Partiti 
Si^ts, Groins, Archer for Masonry ; for constructing Roofik a 
the best Manner from a aiven Quantity of Timber ) for placiii 
Bond'Timbers ; with vanous Methods for adjusting Raking 1^, 
ments, enlarging and diminishing of Mouldings, taking Dimenn 
for joinery, and for setting out Shop Fronts ; with a new Sc"— 
for constrncliiig Stairs and Hand-rails, and for stairs having a 
cal Welt-bole, ic. Stc. To which are added. Examples ot V 
Roofs execnted,, with the Scantlings from actual Measuiei .. 
with Rules for Mortices and Tenons, and for fixing Iron Straps, J 
Also Extracts from M. Belidor, M. do Haroel, M. de Buffon.f 
on the Strength of Timber, with practical Observations. IlluM. 
Eed with 79 Plates, and copious Explanations. By Filer Niciat^ 
Quarto 1I. is. bound. The fourth Edition, revised andci 

Tie Practical Houie Carfenter, or I'outb's Injlructor : containing a 

Variety of useful Designs in Carpentry and Architecture ; ag O 

tering for Groins, Niches, &c. Examples for Roofs, Sky-ligfi 

&c, The Five Orders laid down by a New Scale. Mouldings, I 

■e, with their Enrichments. Plans, Elevations, and Sccijl 
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; ^ Houses for Town'and Country, Lodges, Hot-houses, Green- 
..)|ouses, Stables, &c. Design for a Church, with Plan, Elevation, and 
.i two Sections ; an Altar-piece, and Pulpit. Designs for Chimney. 

fieces, Shop Fronts, Door Cases. Section of a Dining-room and 
library. Variety of Stair Cases, with many other important Articles 
•hd useful Embellishments. To which is added, a List of Prices 
..far Materials and Labour, Labour only, and Day Prices, The whole 
r^lustrated and made perfectly easy by 148 quarto Copper- plates, 
^^th Explanations to each. By ff^illiam Pain. The sixth Edi- 
tion, with large Additions. 18s. bound. 
Mi. This is PAIN'S last Work. 

rtk Carpenter^ s Pocket Directory r containing the best Methods of 
Ihiming Timbers of all Figures and Dimensions, with their several 
Parts ; as Floors, Roofs in Ledgements, their Length and 

•'backings; Trussed Roofs, ISpires, and Domes, Trussing Girders, 
Partitions, and Bridges, with Abutments ; Centering for Arches, 
Vaults, &c. cutting Stone Ceilings, Groins, &c. with their 
Moulds : Centres for drawing Gothic Arches, Ellipses, &c. WitK 

,utlie Plan and Sections of a Burn. Engraved on 24 Plates, with 
Explanations. By fF, Pain, Architect and Carpenter. Bound, 5s. 

IJlfftratioHj for Parks afiii Gardens i Designs for Gates, Garden Seats* 

., I Alcoves, Temples, Baths, Entrance Gates, Lodges, Facades, 
K'ospect Towers, Cattle Sheds, Ruins, Bridges, Green-houses, 

^Jdc. &c. Also a Hot-house^ and Hot-wall, with Plans and Scales j 

^"jleatly engraved on 55 Plates, octavo. los. 6d. sewed. 

a^gns in Architecture, consisting of Plans, Elevations, and Sections 
far Temples, Baths, Cassinos, Pavilions, Garden Seats, Obelisks, 

' jfid other Buildings j for decorating Pleasure-grounds, Parks, 
Forests, &c. &c. by John Soane. Engraved on 38 Copper- plates, 

i,^|vo. Sewed, 6s. 

Qniesque Architecture, or Rural Amusement ; consisting of Plans, 
. e.4nd Elevations, for Huts, Hermitages, Chinese, Gothic and Na- 
tural Grottos, Mores(|ue Pavilions, &c. many of which may be 
( ftxecuted with Flints, irregular Stones, rude Branches and Roots 
•/iilf Trees ; containing 28 I^signs. By IT. Wright. Octavo. Sewed, 
* 4*. 6d. 

yb^Jor Rustic Furniture, proper for Garden Chairs, Summer Houses, 
Hermitages, Cottages, &c. engraved on 25 Plates. Octavo. Price 4S« 

IMgns for Gates and Rails, suitable to Parks, Pleasure-Grounds^ 
tv^Silconies, &c. Also some Designs for Trellis Work. On %j 
•*nates. By C. MiddUton. Octavo, 6s. 

Aff Carpenter^ s Treasure: a Collection of Designs for Temples, with 

^tbeir Plans; Gates, Doors, Rails, and Budges, in the Gothic 

C^'Taste, with Centres at large for striking Gothic Curves and 

'^llouldings, and some Specimens of Rails in the Chinese Taste, 

•••farming a complete System for Rural Decorations. By N» WbIUs'^ 

'Architect. 16 Plates. Octavo. Sewed, 2s. 6d. 




I 
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Cotbic Architecture imfrcveJ, by Rules and Proportioni in man/grtlii 
Designs of Columns, Doors, Windows, Chimney-Pieces^ ArcaAl^ 
Colonnades, Porticos, Umbrellas, Temples, Pavilions, &c. lAh 
Plans, Elevations, and Profiles, geometrically exemplified. 9f 
B, & T. Langley. To which is added, an Historical DitconnHHl 
Gothic Architecture. On 64 Plates Quarto. Bound, 15s. * 

Designs for Momumexts, including Gravi'Siones, Compartments^ 4gfr 
. pieces^ and Tombs, Elegantly engraved on 40 quarto Plates, ^pf 

bound, 16s. |. 

Designs for Skop Fronts and Door Cases, on 27 Plates. 4to. los. fila^* 

Outlines of Designs for Shop Fronts and Door Cases, with ite 

Mouldings at large, and Enrichments to each Design. Engnurf 

on a4 Plates. Quarto, 53. ^ 

Hawnefs Complete Measurer, a new Edition, much improved^ 4s. %L 

Hoppus^s Timber Measurer. Tables ready cast. 4s. 1 

The Joiner and Cabinet-maker^ s Darling', containing sixty difFeqput 

Designs for all Sorts of Frets, Friezes, &c. Sewed, 3s. |{ 

The Carpenter'' s Companion; containing 33 Designs for all Sorts 'if 
Chinese Railing and Gates. Octavo. Sewed, as. t 

Tbe Carpenter^s Complete Guide to the whole System of Goliie 
Railing; containing 3a Designs^ with Scales to each. Oi irti. 
Sewed, as. » 

A Geometrical Fie^w of tbe Five Orders of Columns in Arcbitecmn 

adjusted by aliquot Parts ; whereby tbe meanest Capacity, uf 
Inspection, may delineate and work an entire Order, or any Part, 
of any Majjnitude required. On a large Sheet, is. 
Eie<vaiion of Black Friars^ Bridge j with the Plan of the Foundation'and 
Superstructure, by K, BaUivin-^ 12 Inches by 48 Inches, 5s.* 

Plans, Elcvatiofis^ a?td Sections of the Machines and Centering uied 

in erecting Black Friars' Bridge j drawn and engraved by ft. 

Bald'-win, Clerk of the Work ; on 7 large Plates, with Explanations. 

los. 6d. 
Elevation of the Stone Bridge built over the Severn at Shretvsbtay ; 

with the Plan of the Foundation and Superstructure, elegandy 

engraved by Rookcr. is. 6d. 

A Treatise on Building in Water, By G. Semple, Quarto, with <j 

Plates. 
Plans, Elc'vaiion and Sections of the curious Wooden Bridge at 

Schaffhausen in Switzerland, built in 1760 by Ulric Grubemmme, 

and lately destroyed by the French. 19 Inches by 29. itf. 

coloured, with a descriptive Account in Letter-Press. 

A View of the Cast Iron Bridge erected o'ver tbe River Thames M 
Vauxhally elegantly engraved in Aquatinta, from a Drawing by 
F* Gyfford, Architect, il. is. or coloured impressions, ll. lis. 6d. 

A Plan and View of the Chain Bridge erecting over the Mentd si 
Bangor Ferry, Price 5s. 

_ APlM 

\ 
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Jl -Y|in and View of tl.e Suspension Bridge erected OFer the Tweed, 
''Iht Captain Brown. 5s. 
l^^l^ctive View of the proposed Iron Bridge at London, of 

600 Feet Span ; by Tetford: Size 4 Feet by % Feet, Coloured al. as. 
OlMppvations on Brick Bond^ as practised at various periods; con« 
.oAiiing an Investigation of the best Disposition of Bricks in 
-^tfiUVall, for procuring the greatest possible Strength; with 
cSfiRires representing the different Modes of Construction. Octavo, is. 
fhMf /0r the Purchasing of Estates^ Freehold, Copyhold, or Lease- 
•o|||i|[i. Annuities, &c. and for the renewing of Leases held under 

Gtthedral Churches, Colleges, or other Corporate Bodies, for 
- ri9)prm9 or Years certain, and for Lives. Together with several 
,3illMfui and interesting Tables, connected with the subject. Also 
lijibft Five Tables of compound Interest. By ^. Inwood^ Architect 
. Mli Surveyor. In small Octavo for a Pocket Book, 78. in 
irds. Second Edition, enlarged. 



,, BOOKS OF ORNAMENTS, &c. 

A^Cilection of Antique Vases^ Altars, Pateras, Tripods, Candelabra, 

_8l|Cophagi, &c. from various Museums and Collections, engraved 

'i^^putline on 170 Plates, by H, Moses ^ with Historical Essays. 

'^%^3s. Half Bound small Quarto, and on large fine Paper, 5I. 5s. 

u extra Boards. 

iHtit^ Greek and Roman Antiquities, from Vases, Gems, and other 
Subjects of the choicest Workmanship. Engraved on 36 Plates, 
by H. Moses, with Descriptions. Quarto il. Is. boards. 

OHmtnental Designs aft«r the Manner of the Antique. Composed 
lertheUseof Architects, Ornamental Painters, Statuaries, Carvers, 
Glirpet, Silk, and printed Calico Manufacturers, and every Trade 

^ ..J Mfendent on the Fine Arts, by G* Smith, with Descriptions. 
{'jBliftrto. Neatly engraved in Outline. Royal 4to. on 43 Plates, 

* ^Ke 2I. 2S. in Boards. 

^P^eSion of Designs for Modern Embellishments suitable to Par- 
Mrs, Dining and Drawing Rooms, Folding Doors, Chimney 
«es, Varandas, Frizes, &c. By C» A, Busby, ArcbiteS ; neatly 
aved on 24 Platesj 14 of which are elegantly coloured ; large 
~ rto. Price il. us. 6d. 

IS for the Decoration of Rooms in the various Styles of 
lern Embellishment. With Pilasters and Frizes at large. On 
folio Plates, Drawn and Etched by G. Cooper, Draftsman and 
:orator. il. is. 

tents Displayed, on a full Size for working, proper for all Car- 
I, Painters, Sec, containing a Variety of accurate Examples of 
iMiage and Frizes, elegantly engraved in the Manner of Chalks, 
!?rlM|;}3 large Folio Plates. Sewed, 15s. 

JHtHltfiV Ornaments in the Etruscan and Grotesque Styles, large 
' 7M&>9 Boards. 





I 
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A titv tttt tf Ormtmtalt I conl^ning a Variety of elegant 
for modern Pjnnclt, commonly executed in Srucco, M 
P^iinting, :iiiil uieJ in Decorating principal Roonii. Dniwt 
etcbcd by P, (Mumiani. Qiiarto, Sewed, 71. 6A, 

Tit Frinciflti af Dra%ilm(( OrmOBtiti made euy, by proper E]u|Mt 
of L«vei for MouJding>> Capitals, Scrolls, Hutkt, Foliagc^^ 
Btip^ftd ill Imitation of Di-awings, on 1$ Platet, with T ^~' 
tion) for leiirnin§ without a Matler. Farticulnily u 
Cabinet Bmlieri, Stucco- worlten, Painleri, Smilht, and evci;^ _ 
COocBrned in Ornimental DecoratioaB. By oa Artiti. QgVb 
Sewed, 4«. 6d, «3 

Orxawunial lrtn Werl, or Dcilgns In tbe presejit Taste, for ^B* 
ligbtt, £l:)ir-Ca>e Railing, Window Guard Irons, Lamp-Mih 
Palindoei, and Qatei. With a Scheme for adjusting Detignrtlril 
Fieititj and Accuracy 10 any Slope. Engraved on ai ITmtt 
(^rto. Sewed, 6j. •* 

J.^a'j new Book e( OioamentJ. Sewed, 1*. 

A Ctlittlion ef fatu from tbe Antique, &c, on «i Quarto g^fcfc 
Price 71. Sewed. €•' 

An iDterior View of Durham Caibtdral, and a VJew of tlie etfca 
Golhk Sbriat in tbe suae. Elegantly engraved on two large E^K^ 
Size ig by SI. The Pair iis. ^f 

An exterior and interior View of Si. Gilii'i Cburcbin iht AU^ 



Tbe Pair j«. ' 



engraved by Walker. Size tS Inches by i. 
A North-west View of Greenwich Church, »3. 
A View of the Roman Calbuiic Chapel at Glatgtnu. By GiU 

and iujors. il. IS. Proofs, al. as. , 

AView of Shoreditch Churcb, jg Inches by lo, js. 
An elegant engraved View of the Manununt 

Parts gcomctiically ; Siae t 

by Sir C. Wren, 7s. 6d. 
Sir CbriMf'ber Wrm', Plan for 

great fjre, 1666. is. 
West Elevation of Yark Mint, 

ing by Jamii MaJlen, Price 
7be Building Arl of ibe 1 jylb Gi 



:building the Cily of LeMJa» aftetlHl 
', elegantly engraved from a ift^ 



///. with Plates shewi 

"blnuoeyl^A 

iplcte Index, List of Surveyors and tlieir Residences, Sec, Sa 
small Pocket Size. Sewed, 3s. . 

. 6. The Notice and Certificate required by tbe above. J 
may be h»A printed with blank Spaces fur filling up, Price a ~ 






Expeiiraents and Observations made with a View of improvit 
Art ofcomposing and applying Cai!car«HjC«Hrt/j, aodof prei 
^(iT* tjmf; with the Theory of these Arts. Byfi Ifigginj, 
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'rat Histarj if Inland NavigalioitiFBriign and DatBtstic : nul^mHg 
4 Complete AceauM of the Caaali already ixiailtd in Englandi •wilb 
0»*sidtratimi on then pnjiiltd : to •wtict are addtd. Practical Ohrr. 
motions. Aiii'wEdil, Octave, los. 6d. Boards. 
A . Map of England, sliening the Lines uf the Canals executed, 
(hose proposed, and the navigable Rirers, coloured. On a large 
Sheet, ;s, 
4f[rtauie an the Improvemtnt of Canal Na-vigalkn, exhibiting the nu- 
awrou9 Advantages to be derived from Small CanaU and Eoati 
ttf tivo [o five Feet wide, containing from two to five Tont 
Burthen ) with a Description of the Machinery for taciUlaling 
CfOnvepnce by Water, through the most mountainous Countries, 
'^Ulependent of Locks and Aqueducts ; including Observations 
-fe ''" gieat. Importance of Water Communications ; with 
^Tioughts on, and Designs for, Aqueducts and Bridges of Iron 
ind Wood. By «. /b/(c», Enemeer, With 17 Plates. Quarto, 
■"Boards, iSs. ^ 

0)tarvaliom on the iiarioai Syilemi of Canal Na-uigalion, with In- 
ferences practical and mathematical, in which Mr. Fulton's Plan 
of Wheel Boats, and the Utility of subterraneous and small 
Canals are particularly investigated ; including an Account of the 
Canals ami inclined Planes of China, with 4. Plates. By If. Chapman, 
Civil Engineer. Quarto. 65. sewed, 
Dfmarkalile Ruins and Romantic Prospects of North Britain, with 
icient Monuments and singular Subjects of Natural History, 
,' the Riv. C, Cirdiner, of BanH', with io» Plates, elegantly en- 
raved by Mazell. 1 Vols. Quarto* jl. js. Boards. 

Collection of 100 Views in Rome and its Vicinity, neatly 
igraved by Pronti, Quarto, Price il. (s. 

Enquiry into the Changes of Taite in Landscape Gardening ) 
 which are added, some Observations on its Theory and Practice, 
duding a Defence of the Ait. By H. Replan, Esq. Octavo, ;*• 
\res on the Art cf Engraving, delivered at the Royal Institution 
Gieat Britain. By >An Laisdseer, Engiaver to the King. 
0£tavo, Price los. 6d. Boards. 

of Ancient Carpentry, conaistinj; of Framed Roofs selected 
arious Ancient Buildings, Public and Private. Also some 
lens of Mouldings for Cornices, Doors, and Windows, by 
: ^T.Jamet Smitb, engraved on 36 Plates, Quarto, Price 

J^ COLLECTION of DESIGNS for Household Furniture and 
r Decoration, in the moat approved and elegant Thsic, viz. 
is. Draperies, Beds, Cornices, Chairs and Sofai for Parlors, 
Libraries, Drawing Rooms, &c. Library Fauteuili, Seats, Ottom.ins, 
ChaiseLongue, Tables for Libraries, Writing, Work, Dressing, &c. 
SiJehojrdi, Celerets, Book-cases, Screens, Candelabri, Chiffoniers, 
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Cjinmodes» Pier Tables, W.inirobes, Peclfstals, Glasses, MiriMf 
Lamps, Jardiniers, ^c. with various n^siji^ns for Rooms, Qeomeip- 
cal and in Perspective, shewing the Decorations, Adjustment of A^ 
Furniture, and also some general Observation?, and a Description 
of each Plate. By George Smith, Upholder Extraordinary to liis 
Royal Highness the Prince of Wales. Elegantly engraved on t cl* 
Plates, with Descriptions. Royal Quarto, Price 41. 14s. 6d. In 
Boards, and elegantly coloured 7I. 17s. 6d. 

Designs for Household Furniture^ exhibiting a Variety of Elegant ami^ 
Useful Patterns, in the Cabinet, Chair, and Upholstery Branchte. 
By the late T. Sheraton, Engraved on 84 Folio Plates, Piioe 
3I. 13s. 6d. in Boards. 4 

Mechanical Exercises; or, the Elements and Practice of Carpentry, 
Joinery, Bricklaying, Masonry, Slating, Plastering, Paintifi^* 
Smithing, and Turning. Containing a full Description of & 
Tools belonging to each Branch of Busm^cQ, and copious Directions 
for their Use: with an Explanation of the Terms used In each Alt 5 
and an Introduction to Practical Geometry. Illustrated by 31 
Plates. "Ry Peter Nicholson, Octavo, 18s. Boards, 21 8. Bound.' 

An Essay on the Shafts of Mills \ containing their Description alMl 
Use, with the Kinds of Stress to which they are subject, and an 
Inquiry into their Stiffness, Strength, Durability, and FroportioB. 
With a Variety of useful Tables. Also an introductory Account 
of the Progress and Improvement of Mill- work. By Robertm 
Buchanan, Engineer. Illustrated with Three Plates, Price 7s. Boardi« 

Essays on the Construction and Durability of the Longitudinal 
Connexions of Shafts denominated Couplings. — On Methods ot 
Discngaj^in:; and Re-encijaging M-ichinv;]-)-, uliile in Motion. — 
On Mechanism for Equalizing the Motion of Mills, denominated 
Lift-Tenters, Kn^ine CTOVcrnors, and VVater-VVhccl Governors.^ 
On the Velocity of Water- Wiieels. — On Ciianging the Velocity' 
of Machinery wliile in Motion. — On the Framing of Mill-Work. 
By Robertson BucbafianfY.ng'intcr. Illustrated with 15 Plates, Price 
123. in Boards. 

Curr's Coal Viewer and Engine Bullder''s Practical Companion. 
Quarto, al. 12s. 6\. 

Smeaton's Experiments on Under- shot and Over-shot Water WheeUi 
&c. Octavo, with five Plates, los. 6d. Boards. 

Exoerimental Eiujuiries concerning the Principle of the lateral 
Communication of Motion in Fluids ; applied to the Explanation 
of various Ilydrnulic Phenomena. By ?. P. l^euturi. Translated 
from the French by //'. Nicholsotiy with Plates, 4s. 

A Treatise on the Tcetk of JVkeelSf Pinio/is, Sec. demonstrating the 
best Form which can be given them for the various Purposes of Ma- 
chineryj such as Mill-work, Clock-work, Sec, and the Art of finding 
their Nutnbers, ti anslated from the French of M, Camas, with Addi- 
tions, illustrated by 15 Plates, Octavo, los. 6d. 

Observations 
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OlHtffMtions on the Design j0r the Theatre Rtyal, Drury Lane^ as 
e^cfctted in the Year i8ii ; accompanied by Plans, Elevations, and 

. Scctipns of the same, engraved on Eighteen Plates. By Beufamin 
ipwil, F. S. A. Architect. Royal Quarto, »1. iis. 6d. Boards. 

TitJb^bian Antiquities of Spain, representing, on loo Engravings, the 
firiil'Cipa] Remains of Architecture, Sculpture, Paintings, and Mosaics, 
of file Spanish Arabs, from Drawings made on the spot. By James 
^siMnab Murphy, Architect. Large Folio, half-bound. 

/; JUST PUBLISHED. 

THE^LGIN MARBLES of the Temple of Minerva at Athens, 
' efinMived on Sixty-One Plates, selected from Stuart and llevett*s 
AMquities of Athens ; to which are added, the Report from the 
^S^t Committee of the House of Commons respecting the F^rl of 
Eli^^s Collection of Sculptured Marbles, and an Historical 
A^unt of the Temple. Imperial Quarto, Price 5I. 5s. Boards. 

Fxjipsients on the Theory and Prance of Landscape Gardening, indud- 

mg some Remarks on Grecian and Gothic Architecture, collected 

. fiqm various Manuscripts in the possession of the different Noble- 

ndea and Gentlemen for whose Use they were originally written ; 

;Whole tending to establish fixed principles in the respective 

i. By H. Repton, Esq., assisted by his Son, J. Adey 

ion, F. A. S« In Imperial Quarto, illustrated with Fifty-Two 

ites, many of them elegantly coloured, uniformly with his former 

Torks, Price 61. 6$. Boards. 

Rfiia^trks on the Construction of Hot- Houses, [x>inting out the most 
advantageous Forms, Materials, and Contrivances, to be used in 
their Construction. Also, a Review of the various Methods of 
building them in foreign Countries, as well as in England. With 
XQ Plates, from Etchings on Stone. By /• C. Loudon, F. L. $• 




Quarto, 1 5s. Boards. 
LiiEs 



AiT&ssay on the Strength and Stress rf Timber, founded upon Expe- 
riments performed at the Royal Military Academy, on Specimens 
ftitected from the Royal Arsenal, and his Majesty *s Dock Yard at 
Wbolwich ; preceded by an Historical Review of former Theories 
•'^itfd Experiments. Also, an Appendix on the Strength of Iron, and 
' fltber Materials. By Peter Barlow, of the Royal Military Academy. 
Octavo, with numerous Tables and Plates, Price iSs. in Boards. 

for Churches and Chapels, including Plans, Elevations, and 
tions, with some Sketches for Altars and Pulpits. By MT. Fi 
ock, Architect. Engraved on 44 Quarto Plates. Price il. i is.6d. 
in Boards. 
A IVeatise on the Construction of Staircases and Handrails, showing 
Plans and Elevations of the various forms of Stairs, methods of 
.an>jccting the Twist and Scroll of the Handrail, an expedition* 
mbthod of squaring the nail, general methods of describing the 
Scroll, and forming it out of the Solids. Useful also to Smiths in 
forming Iron Rails, Strops, &c. With a new method of applying 

the 
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rite Fn^twiiiliuilKFlMk«itk««trvttLictE the Ugt. 
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K CnpMii^ Bj Ft*rr .VuMhw, Auttw of the I 
w Gaide, ikc Joiaar'i Aaagaat, &c Ice. Qutrto, 
iMorf AmM» < C^t^amm :  Trutiic oa the [ 
Endibtium ol Bqbi uid Tuaber Frame*, the RcwiIKi af 
Tkmben. lad tbc Canttmcboa of FloOTi, Roofs Centres, Bilm 
Ik.1 (rich Pnciicd R«tn and Eaunplc*. To 'tikh is irj i rf — 
~ 1 tbc NsDUe a*d PioiMfTiet of InRbcr, inchxliq 




■iptioiH of Uw Kuidi of Wood utetl i 
Tabla of the Scuittia«t of Timber t 
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1 BuildiD 
or differeiiPK- 
\ Specific Gnridcs of hUteriiU. &c. Quarto. IDai- 
1 bj Twcatr>(«« Engnvisg*- Bj '/lnu( TrtJ^J. (^^ - . 
ll. 4*. board*. 
Tipi^iafi idecnd from ilie Ant!i]ae. IltLBprn^lK-J on ii t^ : 
Folio. >1. 11. tewed. Extiftiieing i »ariety of Foliage »od Fi ^pwin 
ofOmiatenn u lirgc, in > tMld and bee Stj-le. 
n.r ttikSmttu ^tfrmuaxg Cal^mrl mmd Uft*LUrj FantMnr, oasyn- 
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